MARK DAYTON: US SENATOR MARK DAYTON SAYS 
NORAD LIED ABOUT 911. 

http://www.dailymotion.com/video/x2enul senat 

or-mark-dayton-on-911-commissi news 



"During the hearing, Dayton told Leaders of the 
September 11 th commission, that, based on the 
commission J s report, a NORAD chronology made public 
a week after the attacks was GROSSLY MISLEADING, JJ 

{C The chronology said the FAA notified the 
military J s emergency air command of three of the 
hijackings while those jetliners were still 
airborne. Dayton cited commission findings that the 
FAA FAILED TO INFORM NORAD ABOUT THREE OF THE 
PLANES UNTIL AFTER THEY HAD CRASHED. And he said, a 
sguadron of NORAD fighter planes that was scrambled 
was sent east over the Atlantic Ocean and was 150 
miles from Washington, D.C, when the third plane 
struck the Pentagon, JJ 




“Farther than they were before they took off. " 
Dayton says NORAD Officials: 

• LIED TO THE AMERICAN PEOPLE 

• LIED TO CONGRESS 

• THEY LIED TO YOUR 911 COMMISSION TO CREATE A 
FALSE IMPRESSION OF COMPETENCE, COMMUNICATION 
AND PROTECTION OF THE AMERICAN PEOPLE. 


Dayton told Keane and Hamilton: 

“If the commission report is correct , President 
Bush “SHOULD FIRE WHOEVER AT FAA y NORAD... BETRAYED 
PUBLIC TRUST BY NOT TELLING US THE TRUTH JJ 


Asked about Dayton's brave comments, a spokesman 
for Colorado Springs-based at NORAD said, “We stand 
on our testimony to the commission" and DECLINED TO 
DISCUSS THE 2001 CHRONOLOGY. 


HOW CAN THEY JUST GET AWAY WITH DECLINING TO 
ANSWER THE ALLEGATION? 

DOESN'T THAT PROVE IN ITS SELF THEY ARE 
HIDING SOMETHING? 


Erin Utzinger, a spokeswoman for Dayton, said the 
senator "ASSUMES THE FAA KNEW OF NORADS COVER UP." 


911 Panel Suspected Deception by Pentagon: 

http://www.Washingtonpost.com/wp- 

dyn/content/article/2006/08/01/AR2006080101300.html 

"WE TO THIS DAY DON J T KNOIaI WHY NORAD [THE 
NORTH AMERICAN AEROSPACE COMMAND] TOLD US 
WHAT THEY TOLD US. " 

Said Thomas H. Kearij the former New Jersey 
Republican governor who Led the commission. 

"IT WAS JUST SO FAR FROM THE TRUTH... ITS ONE 
OF THOSE LOOSE ENDS THAT NEVER GOT TIED . 33 


BASICALLYj NORAD SCREWED UP. 

LIED TO OUR FACES. 

GOT CAUGHT OUT TALKING SHIT. 

NEVER EXPLAINED THEIR COMMENTS. 

LET 17 YEARS PASS BY HOPING PEOPLE WOULD DUST 
FORGET.... 


NOT TELLING 
ME SOMETHING 
OR HIDING SOMETHING 
ON PURPOSE IS 
JUST THE SAME 
AS LYING. 





911 DRILLS 


SEPTEMBER 9 th 2001: 

NORAD CONDUCTS OPERATION f NORTHERN VIGILANCE* 
PLANNED MONTHS IN ADVANCE, WHICH DEPLOYS 
FIGHTER JETS MILES AWAY TO ALASKAN REGION. 


911 

THREE F-16 DETFIGHTERS FROM ANDREWS AFB, 15 
MILES FROM PENTAGON ARE FLOWN 180 MILES AWAY 
FOR TRAINING MISSION IN THE MORNING. 

http://www.aviationweek.com/aw/generic/story 

generic.isp?channel=awst&id=news%2Faw090971,x 

ml 


911 

ANDREWS AFB, HOME TO DC AIR NATIONAL GUARD 
AND AIR FORCE 1 & 2, HAD NO JET FIGHTERS ON 
ALERT. 

http://www.usatodav.eom/news/nation/2001/09/l 

6/military-home-front.htm 


911 

A SIMULATED AIRCRAFT HIJACKING WAS SCHEDULED 
FOR THE MORNING BY NORAD. 










911 


NORAD WAS RUNNING WAR GAME CALLED "VIGILANT 
GUARDIAN* IN WHICH THE COMMANDER IN CHARGE 
THOUGHT FIRST HIJACKING WAS "PART OF THE 
EXERCISE.” 


911 

FAA BANS TAKEOFF*S AT 9:26AM FOR ALL 
CIVILIAN, MILITARY, OR LAW ENFORCEMENT 
AIRCRAFT. 

http://www.time.com/time/nation/article/O,859 

9.174912.00.html 


911 

SHOOT-DOWN AUTHORIZATION NOT COMMUNICATED TO 
NORAD UNTIL 28 MINUTES AFTER FLIGHT 93 
CRASHED. 

http://seattlepi.nwsource.com/national/123524 

terror24.html 


ALL JUST MORE COINCIDENCES? 


WHAT DO YOU THINK? 









NORAD AND DICK CHENEY 


DICK CHENEY - VICE PRESIDENT ON 911 



DICK CHENEY WAS IN COMMAND OF NORAD ON 911. 


CHENEY RECALLS TAKING CHARGE FROM THE BUNKER. 

NORMAN MINETA TESTIFIED “OF COURSE THE ORDERS 
STILL STANDj HAVE YOU HEARD ANYTHING TO THE 
CONTRARY ?" CHENEY SAID FROM THE PEOC BUNKER. 

CHENEY ADMITS THAT HE "GAVE THE ORDER TO 
SHOOT DOWN FLIGHT 93." 

NORAD FAILED TO INTERCEPT ANY OF THE 4 
FLIGHTS IN NEARLY 1 HOUR 30MINS. 

WAR GAME EXERCISES WERE TAKING PLACE ON THE 
MORNING OF 911. 




CHENEY IN COMMAND OF NORAD 


Cheney Recalls Taking Change from Bunker: 

http://edition.cnn.com/2002/ALLPOLITICS/09/ll/ar911 

.king.cheney/ 


WASHINGTON (CNN): 

"As horrified Americans watched the terror attacks 
of September 11 th } 2001, unfoLd on their television 
setSj Vice President Dick Cheney directed the U.S. 
Governments response from an emergency bunker." 

"After the planes struck the towers, a 3 rd took a 
chunk out of the Pentagon. Cheney then heard a 
report that a plane over Pennsylvania was heading 
for Washington. A military assistant asked Cheney 
twice for authority to shoot it down.” 



















“The vice president said yes again } “remembered 
Josh Boltonj deputy White House Chief of Staff. 

“And the aide then ashed a 3 rd time. He saidj C Just 
confirming sir } authority to engage? And the vice 
president - his voice got a Little annoyed then - 
saidj C I said yes. 33 

“IT WAS A RARE FLASH OF ANGER FROM A MAN WHO KNEW 
HE WAS SETTING THE TONE AT A WHITE HOUSE IN 
CRISIS. 33 

DICK CHENEY MADE HIMSELF COMMANDER IN CHIEF ON 911: 

WHY? 

http://www.mail- 

archive . com/f utunework(a)fes. uwaterloo. ca/msg03381. ht 

ml 

RETIRED WHITE HOUSE STAFFER: 911 FIGHT PERSISTS: 

http://www.altoonamirror.com.page.content.detail/id 

/558049/Retired-White-House-staffen-9-11-fight- 

pens ists . html?nav=742 

“The 911 commission claimed that Cheney DID NOT 

ISSUE A SHOOT-DOWN AUTHORIZATION UNTIL 10:10 OR 
LATER, WHEREAS THE EVIDENCE SHOWS THAT CHENEY GAVE 
THE AUTHORIZATION BY 9:50. 33 

HENCE AT LEAST 20 MINUTES EARLIER THAN THE 
COMMISSION CLAIMED. 

THIS 20 MINUTE DIFFERENCE MEANS THE 
DIFFERENCE BETWEEN WHETHER MILITARY PILOTS 
COULD, OR COULD NOT, HAVE BEEN ORDERED TO 
SHOOT DOWN UNITED FLIGHT 93 (WHICH REPORTEDLY 
CRASHED AT 10:03) 










DICK CHENEY DELAYED NORADS RESPONSE 
CAPABILITIES BY COMMANDING NORAD TO STAND 
DOWN WHEN AMERICA WAS UNDER ATTACK. 


FACT. 

HE COULD OF GAVE THE ORDER SOONER TO SHOOT 
DOWN THE PLANES BUT HE DIDN'T. 

WHY? 




CHENEY ADMITS "SHOOT DOWN ORDERS" FLIGHT 93 

http://www.youtube.com/watch ?v=15gZa9V0A8 



Wallace: 

"You were the one who gave the direct order to 
shoot down a plane that you were toldj as it turns 
out incorrectly, was heading for Washington?” 

Cheney: 

"Right. That J s Correct. We had already seen 3 go 
into the Pentagon and World Trade Centres in New 
York. ” 






IN THIS CLIP CHENEY ADMITS HE GAVE THE ORDERS 
TO SHOOT DOWN FLIGHT 93. 


THIS IS NOT PROOF THAT FLIGHT 93 WAS SHOT 
DOWN. 

THIS IS PROOF THAT CHENEY WAS IN CHARGE OF 
NORAD . 

ONLY SOMEONE IN CHARGE COULD GIVE SUCH AN 
ORDER TO SHOOT DOWN AN AIRLINER PACKED WITH 
INNOCCENT CIVILIANS. 

FACT. 

NORMAN MINETA TESTIMONY: 

http://kendoc911.worldpress.com/norman- 

mineta/ 






“iDuring the time the airplane was coming into the 
Pentagonj there was a YOUNG MAN who would come in 
and say to the Vice President..., The plane is 50 
miles out... The plane is 30 miles out.... And when it 
got down to.... The plane is 10 miles outj the young 
man also said to the Vice President “do the orders 
still stand?” And the Vice President turned and 
whipped his neck around and said “OF COURSE THE 
ORDERS STILL STAND j HAVE YOU HEARD ANTHING TO THE 
CONTRARY"! ?" 


IN OTHERWORDS. YES. THE STAND DOWN ORDERS 

STILL APPLY. 


THE YOUNG MAN/AIDE COULD BE ANY OF THE 

FOLLOWING PEOPLE. 


DOUGLAS COCHRANE: 

“Of coursej the orders still stands" Cheney tells 
his Naval Aide Douglass Cochrane as the 
unauthorized aircraftj tracked and targeted by 
military radar , is allowed to come in to strike the 
Pentagonj NORAD on “stand down”j NOT A SINGLE 
DEFENSIVE MISSILE LAUNCHED OR EVEN SHOT FIRED TO 
DEFEND THE BUILDING ." 




THE AIR NATIONAL GUARD AND AIR FORCE AIR 
DEFENCE UNITS OF THE UNITED STATES WERE 
PROHIBITED FROM CARRYING OUT THEIR STANDARD 
INTERCEPT PROCEDURES AS DETAILED ABOVE ON THE 
MORNING OF 911. 

THESE ORDERS CAME FROM THE EXECUTIVE OFFICE 
OF THE PRESIDENT [GEORGE BUSH]. 

http://www.standdown.net/FAAstandardintercept 

procedures.htm 


OR CAPTAIN ANTHONY BARNES: 


CAPTAIN ANTHONY BARNES ON 911 WAS DEPUTY 
DIRECTOR OF PRESIDENTIAL CONTINGENCY PLANNING 
IN THE WHITE HOUSE MILITARY OFFICE. 

WAS IT COCHRANE OR WAS IT CAPTAIN BARNES? 

17 YEARS ON AND WE STILL DON'T KNOW. 

CHECK OUT THESE 911 COMMISSION HAND WRITTEN 
NOTES: 

TOP SECRET DOCUMENT: COCHRANE INTERVIEW 
4/16/04 

DH_B2_Doug-Cochrane-VP-Military-Aide 




TOP SECRET 
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WHEN DID DICK CHENEY ARRIVE TO THE PEOC? 

The Mineta Case: 

http://www.youtube.com/watch?v=iaYpb55Xrlk 


--- 


'Must after 9 AM Vice President Dick Chencs win in 
his West Wine ofRcr wtxm (wo or three agents came 
in and told him 'Sir you have to come with uV.” 


ABC 


t«#t 14 3001 


At that mome nt the Secret Service grabbed 
him and hurried him daw n to PEOC." 

Ths Vert Tm+t • §■£( 13. 3001 


n I)kk Cheney began to gather his papers. 
\% I left | M .| I counted eight |Sccnrt Sen ice| 
agents ready to move to the PKOC." 


itsrnai Transcript 


October }), 3001 


IMTXXVICM or Die CUM 
IT CVAM TM0MAJ Of —— NMUM 

MR. CCJIU'I Office 


*•»•* trv m relive tne 


"I wat already down in the PEOC with the 

9 

Vice President when we got word that there 
had been an explosion at the Pentagon." 












TIM RUSSERT, DICK CHENEY, AND 911: 

By David Ray Griffin 


http://www.globalresearch.ca/tim-russert-dick- 

cheney-and-9-11/9368 

http://www.informationclaringhouse.info/article2010 

8. htm 

http://georgebush- 

whitehouse.archives.gov/vicepnesident/news- 

speeches/speeches/vp20010916.html 


“According to Clarke, shortly after the meeting 
that Cheney had with Condoleezza Rice after the 
seconds attack on World Trade Centrej which 
occurred at 9:03amj the Secret Service wanted Rice 
as well as Cheney to go down to the PEOC. Ricej 
howeverj first went with Clarke to the White 
House J s Video Teleconferencing Centrej where Clarke 
was to set up a video conference. 

This conferencej Clarkes statement suggestSj began 
at about 9:10am. After spending a few minutes 
therej Rice Saidj according to Clarke. “Your going 
to need some decisions guickly. I J m going to the 
PEOC to be with the Vice President. Tell us what 
you need.” 

Clarke replied: "What I need is an open Line to 
Cheney and you”. Some minutes Laterj evidently at 
about 9:15j Norman Mineta arrived and CLarkej after 
receiving him in the Situation Roomj "Suggested he 
join the Vice President.” Clarke thereby seemed to 
imply that CHENEY WAS IN THE PEOC PRIOR TO 9:15.” 











"In an ABC News program narrated by Peter Jennings 
on the first anniversary of 911, CondoLeezza Rice 
is portrayed as supporting the earLy descent time. 
After describing Cheney J s trip down to the PEOC 
with the Secret Service agents, ABC J S Charles 
Gibson said. 

“Up above. National Security Advisor CondoLeezza 
Rice is trying to find the rest of the President J s 
Team,” after which Rice is shown saying: “As I was 
trying to find all of principles the Secret Service 
came n and said, c You have to Leave now for the 
bunher. The Vice President already there. There may 
be a plane headed for the White House. JJ 

Gibson then added: “In the bunher, the Vice 
President is joined by Rice and Transportation 
Secretary Norman Mineta. JJ ABC agreed in advance, 
therefore, with Mineta J s account, ACCORDING TO 
WHICH CHENEY WAS DOWN THERE BEFORE HE ARRIVED. JJ 


THIS TIMELINE FOR CHENEY'S ARRIVAL COMPETELY 
CONTRADICTS THE 911 COMMISSION REPORTS 
TESTIMONY. 

CHENEY RECALLS TAKING CHARGE FROM BUNKER: 

http://edition.cnn.com/2002/ALLPOLITICS/09/ll 

/ar911.king.cheney/ 

“It was a clear day, there were no weather 
problems, and then we saw the seconds plane hit in 
real time,” Cheney told CNN'S Dohn King in an 
interview in the vice president's office. 




“At that moment, you knew this was a deliberate 
act. This was a terrorist act.” 

He called President Bush in Florida and spoke with 
top aides. Then his door burst open. “My [Secret 
Service] agent all of a sudden materialized right 
beside me and saidj ‘Sir, we have to Leave now. J He 
grabbed me and propelled me out of my office, down 
the hall, and into the underground shelter in the 
White House,” Cheney said. 

In White House Terminology, it is the PEOC, short 
for the Presidential Emergency Operations Centre. 


AMERICAS CHAOTIC ROAD TO WAR: 

http://www.Washingtonpost.com.wp- 

dvn/content/article/2006/07/18/AR2006071801175 pf.h 

tml 

http://911research.wtc7.net/cache/planes/washpost b 

ushresp.html 


“Secret Service Agents burst into Cheneys West Wing 
office. “Sir,” one said, “we have to Leave 
immediately.” Radar showed an airplane barrelling 
toward the White House.” 

“Before Cheney could respond, the agents grabbed 
the vice president under his arms - nearly Lifting 
him off the ground - and propelled him down the 
steps into the White House Basement and through a 
Long tunnel that Led to the underground bunker...,” 








"In the tunnel below the White House, CHENEY 
STOPPED TO WATCH A TELEVISION SHOWING THE SMOKE 
BILLOWING OUT OF THE WORLD TRADE CENTRE TOWERS , 

heard the report about the plane hitting the 
Pentagon and called Bush again. Other Secret 
Service agents hustled Rice and several other 
senior White House officials included in an 
emergency contingency plan into the bunker with the 
vice president 


BBC - CLEAR THE SKIES PART 2 OF 5: 

http://www.youtube.com/watch ?v=69kDcSKnvqQ 

WATCH THE FIRST 4 MINUTES OF THIS BBC DOCUMENTARY: 


@3:33 “Then someone came in and said Mr Vice 
Presidentj there J s been an explosion at the 
Pentagon 

THEREFOREj WE KNOW THAT CHENY WAS AT THE PEOC 
BEFORE THE PLANE HIT THE PENTAGON. 


SOMETHING THE 911 COMMISSION AND CHENEY 
HAVE COVERED UP FOR THE LAST 17 YEARS 


FACT 





NEW PHOTOS OF DICK CHENEY AT WHITE HOUSE AND 
THE PRESIDENTS EMERGENCY OPERATIONS CENTRE 


NEVER BEFORE SEEN PHOTOS RELEASED OF BUSH 

ADMINISTRATION DURING 911: 

http://www.cnn.com/2015/07/25/politics/national- 

archives-new-photos-bush-911/index.html 


ALL 350+ PHOTOS: 

http://www.flickr.com/photos/usnationalarchives/set 

s/72157757213196901/pagel 
















600.000 LB STEEL BEAMS WERE THROWN 400 FEET 


% 



THE DEMOLITION IS TOO OOVIOUS 

i u 



















’ll HAVE TWO PIANES COME IN UNE THIS 



THIN WEIL DROP THE BUILDINGS 


IF DICK CHENEY HIMSELF SAYS THAT THE SECRET 
SERVICE ARRIVED SHORTLY AFTER THE SECOND 
IMPACT AT 9:03AM AND TOOK HIM DOWN TO THE 
BUNKER... 

THEN IT WOULD BE IMPOSSIBLE FOR CHENEY TO BE 
PUTTING HIS FEET UP ON HIS DESK AT 9:34AM 
WHILST WATCHING THE TV FROM HIS OFFICE. 

THESE PHOTOS WERE RELEASED 14 YEARS AFTER 911 
TO MAKE CHENEY APPEAR TO HAVE ARRIVED AT THE 
PEOC MUCH LATER THAN HE ACTUALLY DID. 

WE DON'T KNOW FOR SURE WHEN THESE PHOTOS WERE 
TAKEN, BY WHOM, AND WHY THEY REMAINED SECRET 
FOR 14 YEARS. 


HIJACKED PLANES ON 911 FLEW DIRECTLY OVER 
ARMY AIR FORCE BASES 


THE 4 HIJACKED PLANES ON 911 FLEW 
NEAR/DIRECTLY OVER SOME OF THE MOST HEAVILY 
GUARDED AIR FORCE BASES IN THE UNITED STATES. 

WITHOUT CAUSING ANY SUSPICION. 

IN PARTICULAR FLIGHTS 11 AND 175 CROSSED 
DIRECTLY OVER STEWART AIRFORCE BASE. 


FIGHTER JETS ARE ON STANDBY 24 HOURS A DAY, 
7DAYS A WEEK AND 365 DAYS A YEAR AT THESE 
BASES. 


DID YOU KNOW 



Both flights from Boston that struck 
the Twin Towers passed over Stewart 
Air Force Base (a NORAD facility) 
at the EXACT SAME TIME. ' 



MAP: HIJACKED 911 FLIGHTS AND MILITARY BASES 


http://www.rudemacedon.ca/911/911- 

flightpaths-bases.html 

http://www.rudemacedon.ca/911/911-bases- 

flightpaths.jpg 



MANY 911 RESEARCHERS BELIEVE THE ORIGINAL 
PLANES WERE SWITCHED WITH REMOTE CONTROLLED 
MILITARY DRONES AT STEWARTS AIR FORCE BASE. 

USING REMOTE CONTROLLED AIRCRAFT AS WEAPONS 
DATES AS FAR BACK AS 1944. 

TAKE AWAY THE MEDIAS CGI FOOTAGE - THERE IS 
OVERWHELMING EVIDENCE THAT NO PLANES STRUCK 
THE TOWERS. WE WILL DISCUSS THAT LATER. 















OPERATION APHRODITE 



OPERATION APHRODITE WAS THE WORLD WAR 2 CODE 
NAME OF A SECRET USAAF PROGRAM THAT BEGAN IN 
1944. 

PILOTLESS AIRCRAFT PACKED WITH EXPLOSIVES 
WERE REMOTE CONTROLLED INTO THEIR TARGETS. 

http://www.youtube.com/watch ?v=VdzMkaU0OkE 

http://www.youtube.com/watch?v=zTWZjbie-dl 







OPERATION NORTHWOOD 


OPERATION NORTHWOODS WAS A SERIES OF FALSE 
FLAG PROPOSALS THAT ORIGINATED WITHIN THE 
UNITED STATES GOVERNMENT IN 1962. 

THE PROPOSAL CALLED FOR THE CENTRAL 
INTELLIGENCE AGENCY (CIA) OR OTHER 
OPERATIVES, TO COMMIT ACTS OF TERRORISM IN 
U.S. CITIES AND ELSEWHERE. 

THESE ACTS OF TERRORISM WERE TO BE BLAMED ON 
CUBA IN ORDER TO CREATE PUBLIC SUPPORT FOR A 
WAR AGAINST THAT NATION, WICH HAD RECENTLY 
BECOME COMMUNIST UNDER FIDEL CASTRO. 


PROBLEM - REACTION - SOLUTION 

“THE PROPOSAL CALLED FOR THE CENTRAL INTELLIGENCE AGENCY 
(CIA) OR OTHER OPERATIVES , TO COMMIT ACTS OF TERRORISM " 

THINK...911. 

“THESE ACTS OF TERRORISM WERE TO BE BLAMED ON CUBA " 

THINK...BLAMED ON OSAMA BIN LADEN. 

“TO CREATE PUBLIC SUPPORT FOR A WAR AGAINST THAT NATION JJ 

THINK...WAR AGAINST TERRORISM. 

THINK...THE NEVER-ENDING WAR ON TERROR. 

THINK...TAKE OVER OF THE MIDDLE EAST. 

THINK...WHO ARE THE REAL TERRORIST HERE? 





EXCERPT ABOUT OPERATION NORTHWOOD. 
FROM THE BOOK "BODY OF SECRETS". 

BY JAMES BAMFORD. 






“LEMITZER AND THE OTHER CHIEFS KNEIaI THERE IaIAS ONLY ONE 
OPTION LEFT THAT WOULD ENSURE THEIR WAR. THEY WOULD HAVE 
TO TRICK THE AMERICAN PUBLIC AND WORLD OPINION. 

LEMITZER COMES UP WITH OPERATION NORTHWOOD. 

WE COULD BLOW UP A US SHIP IN GUANTANMO BAY AND BLAME IT 
ON CUBA. CASUALTY LIST IN THE US NEWSPAPERS WOULD CAUSE 
A HELPFUL WAVE OF NATIONAL INDIGNATION. 

WE COULD DEVELOP A COMMUNIST CUBAN TERROR CAMPAIGN IN 
THE MIAMI AREA , IN OTHER FLORIDA CITIES AND EVEN IN 
WASHINGTON. 

CREATE AN EXACT DUPLICATE FOR A CIVIL REGISTERED 
AIRCRAFT , AT A DESIGNATED TIME THE DUPLICATE WOULD BE 
LOADED WITH SELECTED PASSENGERS ALL BOARDED UNDER 
CAREFULLY PREPARED ALIASES. 

THE OBJECTIVE IS TO PROVIDE IRELICABLE PROOF THAT THE 
FAULT LIES WITH CUBA.” 


THIS IS FROM 1962. ITS NOW 2018. NOTHING HAS 
CHANGED. TRUST ME, OUR WORLD IS RUN BY PSYCHOPATHS. 

THE EVIDENCE IS OVERWHELMING. 

IF YOU KNOW THIS FACT THEN WELL DONE. 

IF YOU DON'T ITS BECAUSE YOU HAVE NEVER DONE ANY 
ALTERNATIVE RESEARCH AND BLINDLY FOLLOW EVERYTHING 
THE MAINSTREAM NEWS TELLS YOU. 

http://whatreallyhappened.com/WRHARTICLES/northwood 

s.html?q=northwoods.html 






DUST WHILE WERE ON THE SUBJECT OF PLANES AND 
AIRFORCE BASES I WANT TO QUICKLY TELL YOU THE 
TRUTH ABOUT THE "MISSING" FLIGHT MH370. 


MALAYSIAN FLIGHT MH370: 








THE FACTS: 

MALAYSIAN FLIGHT MH370 WAS A BOEING 777-200ER 
AIRCRAFT CARRYING 227 PASSENGERS AND 12 CREW. 

FLIGHT MH370 DEPARTED KUALA LUMPUR 
INTERNATIONAL AIRPORT ON 8 th MARCH 2014. 

MINUTES AFTER TAKE-OFF THE AIRCRAFT 
DISAPPEARED FROM AIR TRAFFIC CONTROL RADAR. 

ITS THE BIGGEST MYSTERY IN AVIATION HISTORY. 


WHAT THEY TOLD US: 

FLIGHT MH370 WAS PICKED UP ON MILITARY RADAR 
FOR ANOTHER HOUR DEVIIATING WESTWARDS. 

AFTER AN HOUR IT VANISHED FROM RADAR 200 
NAUTICAL MILES NORTH WEST OF MALAYSIA. 

THE BOEING 777 CARRYING 239 PEOPLE IN TOTAL 
VANISHES FROM THE FACE OF THE EARTH NEVER TO 
BE SEEN AGAIN. 

THE PLANE PROBABLY CRASHED INTO THE SEA AND 
SANK TO THE BOTTOM OF THE OCEAN. 

THE DEBRIS FIELD FROM THE PLANE WRECKAGE WAS 
SCATTERED 100S ON NAUTICAL MILES AND ALL 
SEARCH AND RESCUE ATTEMPTS WERE UNSUCCESSFUL. 



WE ARE TOLD THE PLANE WAS PICKED UP ON 
MILITARY RADAR FOR OVER AN HOUR. 

WHY DIDN'T THE AUTHORITIES SCRAMBLE ANY 
FIGHTER JETS TO INTERCEPT THE AIRCRAFT? 

THEY HAD THE EXACT LOCATION OF THE PLANE FOR 
OVER AN HOUR. 


THE TRUTH: 

THE PLANE WAS CARRYING EXTREMELY IMPORTANT 
PEOPLE WHO BELONGED TO A COMPANY CALLED 
FREESCALE SEMI-CONDUCTORS. 

FREESCALE HAD JUST LAUNCHED A NEW ELECTRONIC 
WARFARE GADGET FOR MILITARY RADAR SYSTEMS 
JUST BEFORE THE BOEING 777 WENT MISSING. 

THEY SPECIALISED IN STAND ALONE SEMI¬ 
CONDUCTORS THAT PERFORM DEDICATED COMPUTING 
FUNCTIONS IN ELECTRONIC SYSTEMS. 

ON BOARD WERE 20 EMPLOYEES. 4 OF THEM WERE 
CO-OWNERS OF A VERY IMPORTANT SEMICONDUCTOR 
PATENT CALLED THE "ARM MICROCONTROLLER KL-03 
MICROCHIP" 

THIS TECHNOLOGY COULD HAVE BENIFITED THE 
WORLD IN AN EXTREMELY POSITIVE WAY. 

WHEN THE PLANE "VANISHED" JACOB ROTHSCHILD 
INHERITED THE RIGHTS TO THIS PATENT. IT JUST 
SO HAPPENS ALL 4 CO-OWNERS WERE ON BOARD BUT 
NOT JACOB ROTHSCHILD. 




SOME OF THE SHAREHOLDERS IN FREESCALE BELONG 
TO ONE OF THE MOST CONTROVERSIAL 
ORGANIZATIONS IN THE WORLD. 

THE MULTINATIONAL BILLION DOLLAR CARLYLE 
GROUP, WHICH IS A COLLECTION OF POWERFUL 
PRIVATE EQUITY INVESTORS WHOSE PAST ADVISORS 
INCLUDE EX-US PRESIDENT GEORGE BUSH. 

THE SAME CARYLYLE GROUP FUNCTION WHERE GEORGE 
BUSH WAS HAVING BREAKFAST WITH OSAMAS BIN 
LADENS OLDER BROTHER ON THE MORNING OF 911. 

THE SAME CARLYLE GROUP THAT IS ONE OF THE 
LARGEST DEFENCE CONTRACTORS IN THE WORLD AND 
CONTINUES TO REAP HUGE AMOUNTS IN PROFITS 
POST 911 AND FROM THE NEVER-ENDING WAR ON 
TERROR. 


The Carlyle Group 


GLOBAL ALTERNATIVE ASSET MANAGEMENT 





Rothschild 

inherits Patent after 

4 co-owners disappear on 

MH 370 Flight 



KL-03 micro-chip now 
under full control 
of the Zionist elite. 

Mission accomplished 







JUST A COINCIDENCE? WELL THERES MORE. 

PHILLIP WOOD WAS A TECHNICAL STORAGE 
EXECUTIVE AT IBM WHO WAS ON BOARD FLIGHT 
MH370. 

HE WAS ABLE TO SEND A SOS MESSAGE FROM HIS 
MOBILE STATING THAT THE PLANE HAD BEEN 
HIJACKED BY MILITARY PERSONNEL. 

HE SENT A BLANK PICTURE WITH GPS COORDINATES 
THAT PLACED HIM AND FLIGHT MH370 AT A US 
MILITARY BASE CALLED "DIEGO GARCIA”, AN 
ISLAND IN THE INDIAN OCEAN. 






HIJACKED FLIGHT MH370 PASSENGER SENT PHOTO 
FROM HIDDEN IPHONE, TRACING BACK TO SECRET US 
MILITARY BASE DIEGO GARCIA 

http://www.google.co.uk/amp/s/www.disclose.tv 

/amp/310506 


According to freelance journalist Jim Stonej one 
of the American passengersj Phillip Moodj a 
technical storage executive at IBM } who was aboard 
the now missing Malaysian Airlines flightj hid his 
iPhone 5 in his anus after the Boeing 777 carrying 
239 people was hijached by military personnel while 
on route to China.” 

“Amazinglyj Stone claims that metadata within the 
photo yields evidence confirming “100 PERCENT ” that 
Phillip Mood sent the photoj along with a brief 
voice activated textj from GPS coordinates which 
put wood ONLY A FEIaI MILES AM AY FROM THE US 
CONTROLLED DIEGO GARCIA MILITARY BASE which is 
Located on an island south of the Maldives in the 
Indian Ocean. In his post Stone claims that the 
coordinates are off by a few miles j PROVING THAT 
THE IPHONE ACTUALLY SENT THE OTHERMISE BLANK BLACK 
PICTURE REVEALING NOTHING ELSE. Stone speculates 
the picture was tahen in a dark room or in some 
position in which Mood J s hands were bound.” 


“As reported by Stonej the picture was posted along 
with the following voice activated text from 
Phillip Mood:” 




"I HAVE BEEN HELD HOSTAGE BY UNKNOWN MILITARY 
PERSONAL AFTER MY FLIGHT WAS HIJACKED 
(BLINDFOLDED). I WORK FOR IBM AND I HAVE 
MANAGED TO HIDE MY CELLPHONE IN MY ASS DURING 
THE HIJACK. I HAVE BEEN SEPERATED FROM THE 
REST OF THE PASSENGERS AND I AM IN A CELL. MY 
NAME IS PHILLIP WOOD. I THINK I HAVE BEEN 
DRUGGED AS WELL AND CANNOT THINK CLEARLY ." 


THE BLANK BLACK IMAGE LABELED 
"1395192158752.JPG" CONTAINS THE FOLLOWING 
METADATA: 


DEVICE MAKE: APPLE 
DEVICE MODEL: IPHONE 5 
COLOR SPACE: RGB 
ALPHA CHANNEL: NO 
RED EYE: NO 


STONE ALSO POINTS OUT IN DETAIL HOW THE ABOVE 
EXCHANGEABLE IMAGE FORMAT (EXIF) IMAGE DATA 
IS THE "SMOKING GUN”, WRITING: 


“The Exif is intact. Exif data gets embedded in 
every image by every camera and includes the 
circumstances under which the photo was taken. JJ 


"It can be viewed by saving the image to your 
desktop, and then right clicking it and selecting 
image properties. Hit the details tab. You can see 
that the image was taken on March 18 th with an 
iPhone 5, with the ISO at 3200 and a shutter of 
1/15. 33 

“THE COORDINATES ARE INCLUDED IN THE EXIF 
DATA BECAUSE THE IPHONE KNOWS IaIHERE IT ISj 
AND THE COORDINATES ARE FOR DIEGO GARCIA. " 

"Exif can 3 t be rewritten with common software, it 
can only be added to in fields such as image 
credits with some advanced applications. It can be 
erased as well but NOT CHANGED. Photos with the 
Exif intact will hold up in court. If the Exif is 
hacked and this is not realj the CIA or a really 
good hacker did thiSj which I doubt, I 3 d say it 3 s 
probably real. 33 

“ANOTHER SMOKING GUN IS THAT THE VOICE 
RECOGNITION SOFTWARE PUT THE WORD “ PERSONAL " 
INSTEAD OF “PERSONNEL". THIS IS COMPLETELY 
CONSISTENT WITH A BLIND SOFTWARE ASSISTED 
DIAL OUT." 

“Surround this story is the fact that the man who 
managed to get this information to Farganne (Forum 
member Glitch) was HARASSED and received many 
THREATENING VOICE MAILS OVER IT, THAT IS ANOTHER 
PIECE OF EVIDENCE POINTING TO THIS BEING REAL. One 
thing is certain, once its posted here on this site 
the genie is OUT OF THE BOTTLE. 33 


“I CANNOT STRESS HOIaI IMPORTANT IT IS THAT THE 
GPS COORDINATES IN THE PHOTO DO NOT PERFECTLY 
MATCH WHAT GOOGLE SAYS AND ARE NOT POSTED 
ANYIaIHERE ON THE IaIEBj BECAUSE IT PROVES THAT 
THE SOURCE OF THOSE COORDINATES DID NOT COME 
FROM GOOGLE OR WIKIPEDIA; THEY REALLY DID 
COME FROM THE IMAGING DEVICE AND IT HAD TO BE 
AT DIEGO GARCIA IaIHEN IT TOOK THE PHOTO ." 

"Interestinglyj 7-days agOj on March 25, 2014 at 
2:30am, it was reported by InteLLihub News that 
fLight 370 Landed at Diego Garcia, a secret U.S. 
MiLitary base Leased from the EU, during the earLy 
morning hours of March 8 th , 2014 after a youtuber 
by the name of montagraph put two and two together 
foLLowing other reports : JJ 

“An excerpt from the articLe reads: 

MH370 MOST LIKELY LANDED AT DIEGO GARCIA AND 
THE PLANE MAY HAVE BEEN USHERED INTO A 
MASSIVE “FARADAY CAGE " STYLE HANGAR TO AVOID 
PASSENGERS FROM COMMUNICATING WITH THE 
OUTSIDE WORLD JJ 

“SURPRISINGLY, THIS ALL DOVETAILS WITH A 
MALAYSIAN INSIDER REPORT RELEASED ON MARCH 
18 th TITLED. . . 

US MILITARY BASE t SOUTH ASIA AIRPORTS IN 

MH370 PILOTS SIMULATOR 

THE PILOT OF MH370 WAS FOUND TO HAVE HAD 
SCALE SIMULATIONS OF DIEGO GARCIA IN HIS HOME 
FLIGHT SIMULATOR . " 




“An excerpt from the MaLaysian Insider Reads: 

Investigations into the fLight simulator taken from 
THE MISSING PILOTS HOME showed a software for FIVE 
PRACTICE RUNIaIAYSj including one belonging to the 
United Statesj Berita Harian reported today: 

“Among the software we checked so far is The Male 
International Airport in MaldiveSj three airports 
in India and Sri LankOj and ONE BELONGING TO THE 
US MILITARY BASE IN DIEGO GARCIA. ALL have a 
runway Length of Ij000 meters. JJ 

“Police seized the flight simulator from pilot 
Captain Zaharie Shah J s house Last Saturday before 
reassembling it at the federal police headguarters 
in Bukit Amanj where experts were conducting 
checks. JJ 

“Update 2:49PM EST: The following information was 
posted as a tip on Steve Quayles website: 

RE: The black/blank photo from the IBM tech on the 
Lost MaLaysian jet. The photo was taken inside a 
building just off the runways at Diego Garcia. I 
put the photo into my editing software } grabbed the 
GPS point and here it is. Try this: go to 
itouchmap. com } choose #6 } go to the bottom right 
box and input the info... 

-7 18 58.3 LATITUDE 

“ZOOM IN AND YOU WILL SEE IaIHERE THE PHOTO 
ORIGINATED. IaIOIaI. YOU J LL PROBABLY RECOGNIZE 
THE HEAVY AIRCRAFT PARKED NEARBY ." 


SO, YOU SEE OUR WORLD IS FULL OF LIES AND 
DECEIT. 

LIES AND ONE-SIDED NARRATIVES WHICH ARE 
CONTINUOUSLY PUSHED OUT BY MAINSTREAM MEDIA 
OUTLETS WHO ARE DUST READING FROM A SCRIPT. 

WE NEVER GET TOLD WHO WROTE THE SCRIPTS. 

WE NEVER VERIFY THE SOURCE OF THE 
INFORMATION. 

WE JUST DIGEST THE INFORMATION INTO OUR MINDS 
WHICH IS CONTINUOUSLY REPEATED AND THEREFORE 
WE ACCEPT THE INFORMATION AS TRUE. 


WE LIVE IN A WORLD WHERE 
WE ACCEPT THEORIES AS 
TRUTH AND LABEL TRUTH AS 

THEORIES. 


FACT 



NORAD OFFICIALS 


WHERE WERE THEY? WHAT WAS THEIR ROLE? AND WHY DID 
THEY FAIL TO DO THEIR DOBS? 

GEORGE BUSH 

http://kendoc911.worldpress.com/911-info/911-co- 

conspirators/george-w-bush/ 

DICK CHENEY 

http://kendoc911.worldpress.com/911-info/911-co- 

conspirators/dick-chenev/ 

DONALD RUMSFELD 

http://kendoc911.worldpress.com/911-info/911-co- 

conspirators/donald-rumsfeld/ 

GENERAL RICHARD MYERS 

http://kendoc911.worldpress.com/911-info/911-co- 

conspirators/richard-myers/ 

RALPH EBERHARDT 

http://kendoc911.worldpress.com/911-info/911-co- 

conspirators/ralph-ederhardt/ 

LARRY ARNOLD 

http://kendoc911.worldpress.com/911-info/911-co- 

conspirators/larry-arnold/ 

ERIC FINDLEY 

http://kendoc911.worldpress.com/911-info/911-co- 

conspirators/eric-findlev/ 

MONTAGUE WINFIELD 

http://kendoc911,worldpress.com/911-info/911-co¬ 

conspirator s/montague-winfield/ 



















QUESTIONS FOR NORAD: 

1. WHY DIDN'T NORAD INTERCEPT ANY OF THE 4 
HIJACKED AIRCRAFTS OVER A TIME PERIOD OF 
ALMOST 1 HOUR AND A HALF? 

2. WHY WAS THE VICE PRESIDENT IN CONTROL OF 
NORAD ON 911? 

3. WHY DID SENATOR MARK DAYTON TESTIFY THAT 
NORAD LIED NUMEROUS TIMES TO THE 911 
COMMISSION? 

4. WHO WAS IN THE PEOC WITH DICK CHENEY THAT 
MORNING? 

5. WHAT WERE DICK CHENEYS "ORDERS"? 

6. WHY DID CHENEY REFUSE TO TESTIFY 
PUBLICLY? 

7. WHY WAS NORMAN MINETA'S TESTIMONY LEFT 
OFF THE FINAL REPORT? 

8. WHAT WERE RICHARD MYERS AND RALPH 
EBERHARDT DOING ON 911? 

9. WHY WERE ALL THESE TRAINING DRILLS 
HAPPENING ON 911? 


10. WHY WASN'T OTIS AFB FIGHTERS SCRAMBLED AT 
8:15? 

11. WHY DID THEY WAIT 32 MINUTES UNTIL 
8:46AM? 

12. WHY WASN'T LANGLEY AFB SCRAMBLED AT 8:14 
OR 8:42 OR 8:46 OR 8:51 OR 9:03? 

13. WHY DID THEY WAIT 73 MINUTES UNTIL 
9:27AM? 

14. WHY WERE NORADS STANDARD INTERCEPT 
PROCEDURES NOT FOLLOWED ON THE MORNING OF 
911? 

15. WHY DID DICK CHENEY ADMIT TO GIVING THE 
ORDERS TO SHOOTDOWN "FLIGHT 93"? 

16. WHEN DID CHENEY ARRIVE AT THE PEOC? 

17. HAS THE INFORMATION THAT CYNTHIA MCKINNEY 
REQUESTED FROM RICHARD MYERS EVER BECOME 
PUBLICLY AVAILABLE? 

18. HOW CAN MEMBERS OF THE BUSH 
ADMINISTRATION STATE "NO ONE COULD HAVE 
IMAGINED CRASHING PLANES INTO BUILDINGS" 
YET, NORAD HAD DRILLS ACTING OUT THE 
EXACT SAME EVENTS THAT UNFOLDED? 


19. WHY WAS DONALD RUMSFELD ON THE PENTAGON 
LAWN INSTEAD OF AT HIS POST DEFENDING THE 
COUNTRY THAT WAS "UNDER ATTACK"? 


SPEAKING OF THE PENTAGON I FORGOT TO MENTION 
THIS EARLIER. 

REMEMBER THE PENTAGON WHERE THE INTENSE HEAT 
FROM THE JET FUEL WAS SO HOT IT VAPORISED THE 
ENTIRE AIRCRAFT. 



VAPORISED A STEEL AND TITANIUM PLANE BUT 
ALUMINIUM BLINDS LEFT WITHOUT A SINGLE BURN? 









VAPORISED A STEEL AND TITANIUM PLANE BUT 
COMPUTERS AND DESK REMAIN IN PEFECT 
COINDITION? 










VAPORISED A STEEL AND TITANIUM PLANE YET 
THERE IS AN OPEN BOOK MADE FROM 


PAPER 


EXACTLY WHERE THE PLANE WAS SUPPOSED TO HAVE 
VAPORISED? 






FLIGHT 77 WAS A 60 TONNE* 125FEET WIDE, 
44FEET TALL DUMBO DET THAT EXECUTED A 270 
DEGREE DOWNWARD SPIRAL NOSEDIVE FROM A 
HIJACKER WHO COULDN'T EVEN FLY A PLANE. 

CRASHED INTO THE PENTAGON AND VAPORISED ON 
IMPACT. 

YET DIDN'T LEAVE A SINGLE MARK ON THE 
PERFECTLY CUT LAWN? 





PERFECT LAWN. 

GRASS INTACT. 

NO MARKS IN LAWN. 

NOTHING. 

HOW IS THAT POSSIBLE? 
ANSWER... 

THERE WAS NO PLANE! 










DID YOU ALSO KNOW THAT ON SEPTEMBER 10TH 2001 
DONALD RUMSFELD REPORTED THAT $2.3TRILLION 
DOLLARS WAS MISSING FROM THE PENTAGON? 


X CBSN E\V S.com 

Vino* GonxalM invwtJgate* th* Pentagon* 

• • •••• # • # • •••• 9 • • • • 



$2.3 TRILLION DOLLARS!!! 

MISSING! 

THE NEXT DAY... 

911 HAPPENED. 




OH, BUT IT GETS EVEN BETTER.... 

TURNS OUT THE OFFICE RESPONSIBLE FOR TRACKING 
AND AUDITING THE MONEY FOR THE PENTAGON WAS 
DESTROYED IN THE ATTACK. 

THIS IS 100% TRUE. 

FLIGHT 77 THAT ALLEGEDLY CRASHED INTO THE 
PENTAGON JUST SO HAPPENED TO TAKE OUT THE 
OFFICE OF NAVAL INTELLIGENCE ACCOUNTING 
DEPARTMENT THAT WAS AUDITING THE UNNACCOUNTED 
$2.3TRILLION DOLLARS. 










WITH THE OFFICE DESTROYED, THERE WAS NO PAPER 
TRAIL TO FOLLOW. 

17 YEARS ON AND THAT MISSING $2.3TRILLION 
DOLLARS HAS NEVER BEEN ACCOUNTED FOR. 

DO YOU NOT THINK WE HAVE A SERIOUS PROBLEM 
WITH OUR GOVERNMENTS IF TRILLIONS OF DOLLARS 
CAN GO MISSING AND NEVER BE ACCOUNTED FOR? 


DONALD RUMSFELDS SEPTEMBER 10™ 2001: 


“ACCORDING TO SOME ESTIMATES IaIE CANNOT TRACK 
$2.3 TRILLION IN TRANSACTIONS ." 

“THE ADVERSARY^ CLOSER TO HOME. IT J S THE 
PENTAGON BUREAUCRACY. MONEY WASTED BY THE 
MILITARY POSES A SERIOUS THREAT. IN FACTj IT 
COULD BE SAID IT J S A MATTER OF LIFE AND 
DEATH ." 


IS IT DUST ANOTHER COINCIDENCE THAT 1 DAY 
LATER 911 HAPPENED? 


YOU 

DECIDE 



WITH SO MANY "WAR GAME" EXERCISES TAKING 
PLACE ON THE MORNING OF 911 NORAD COULDN'T 
DETERMINE THE ALLEGED HIJACKINGS FROM THE 
EXERCISES. 

DID YOU KNOW ON 7/7/2005 IN THE UNITED 
KINGDOM 3 TRAINS AND 1 BUS WERE ALLEGEDLY 
BOMBED BY TERRORISTS KILLING 56 PEOPLE. 


7/7/2005, London 


Thra# trains and a bus war* 
bombad, killing 56 paopla. 





ON THE MORNING OF 7/7/2005 THERE WERE 
NUMEROUS "ANTI-TERROR EXERCISES" TAKING PLACE 
IN LONDON. 

"EXERCISES" THAT.... 


SIMUALTEP THE EXACT SAME BOMBING SCENARIO! 

AT THE EXACT SAME TRAIN STATIONS! 

AT THE EXACT SAME TIME! 


DUST ANOTHER COINCIDENCE? 

YOU 

DECIDE 









WORLD TRADE CENTRE - SECRET HARD DRIVE DATA 

CONVAR 



CONVAR IS GERMAN COMPANY THAT SPECIALISES IN 
DATA RESTORATION. 

THERE WERE HIRED BY THE US GOVERNMENT AND 
OTHER UNKNOWN CLIENTS TO RESTORE DATA FOUND 
ON HARD DRIVES LOCATED IN THE WTC RUBBLE. 

THE HARD DRIVES PROVE THAT OVER $100MILLION 
WAS ILLEGALY MOVED OUT OF THE WTC ITSELF. 

THEY ALSO PROVE THAT INSIDER TRADING TOOK 
PLACE ON 911 AND KEY INDIVIDUALS HAD 
FORKNOWLEDGE OF THE TIME THE ATTACKS WOULD 
OCCUR. 





SOURCE: XDESMOND - YOUTUBE 



















Zembla. VARA/NPS, September 10, 2006 




In the months altertafl'lj 
the german company Convar 











just before the attacks 









100 millioirdollar was illegaly 
moved out from the WTC itself. 



Convar sends out a press release 





culprits would have hoped 












German firm probes last minute World Trade Center transalpine 

by Ent KascNbaum Afoot*'* N oi 
Doc 19 2001 

Ge« man conyxlt* njurl i ate lf)*ng to Ind 
(he truth bo fund an uneiplened turps «n 
fWvMKial bantections made jut! before two 
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knowledge is hardly imaginable. 
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coincidence that more than SY00 million sat 
rushed through the computer* a* the disaster 
unfolded? 


The German based firm Con.ar a world 
leader in retnewng data IB trying to answer 
those questions while they help credit card 
companies telecommunications firms and 
accountants in New York recorder their 
records from computer hard drr«ws that hare 
been partially damaged by fire water or fine 
dust 
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companies telecommunications firms and 
accountants in Me* York recover their 
records from computer hard drives that hare 
been partially damaged by fire water or fine 
dust 

They are using a poneenng laser scanning 
technology to find data on damaged computer 
hard drrres and main frames found in the 
rubble of the World Trade Center and other 
nearby collapsed buildings So far they have 
recovered information from 32 computers that 
support ^[j pciQ Q l^hi l^lOfiSLflLlht 911 

iTPiilll 


over and since last year 
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nothing may be said about it. 











mes 


been partially damaged by fire water or fine 

dust 

They are using a pioneering laser scanning 
technology to find data on damaged computer 
hard doves and main frames found in the 
rubble of the World Trade Center and other 
nearby collapsed buildings So far they have 
recovered information from 32 computers that 
support suspicions that some of the 911 
transactions were illegal 




talk to a spokesperson 




>3l 


inside information about 
o send financial 
« and authonrations in 
I the chao9 the 
at the very least a 
a Convar director Peter 
d is also possible that 
Ultimate reasons for the 
'$<= volume It could turn 


sayb The contaminatron^ate 


% 

fine dust that was everywhere 
pressed under high pressure u 
But we ve still been able to ret 
the data on most of the drives 

Richard Wagner 3 data retries 
company says illegal transfer 
$100 million might have been i 
immediately before and dunng 
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the previous reports about foreknowledge 















1 1 1 ! 

SI00 million might have been made 
immediately before and dunng the disaster 
There is a suspicion that some people had 
advance knowledge of the approximate time of 
the plane crashes in order to move out 
amounts exceeding S100 million he says 
They thought that the records of their 
transactions could not be traced after the 
main frames were destroyed 

Henschel says “We re helping them find out 




are indeed true. 



















































HBThe task is to re construct the 
microfiches witfTtne recovered hard disks. 
























m where there was a lot of 
heat because of the kerosine 





















But I'm confident that 
we can repair them. 



























I The Americans employ the 

experience of this german company. 





































also to find out who might be 
behind suspicious market speculations 


l- 























and insurance companies 
*in the Trade Center. 











That leads tifthe suspicion that 
speculators knewfflthe attacks in advance. 

















of wha t the^americ an market] 
supervisor is^still investigating. 


















They're looking for those who 
earned lots from the attacks. 


1 

Authority chief Harvey Pitt 
told the Congress delegate 



V\ 

'We will find them, 
wherever they are.' 



In reply to Heute Journal the 
market supervisor declared; 
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will not say anything about 
the retrieved knowledge. 
























The considerable costs 
of the data rescue 






THIS IS 100% PROOF THAT PEOPLE HAD 
FORKNOWLEDGE OF THE EVENTS OF 911. 

WE MUST FIND A WAY TO LEGALLY ALLOW CONVAR TO 
DISCLOSE ALL THE INFORMATION THEY FOUND ABOUT 
THE ATTACKS OF 911. 

EXPOSE THE PEOPLE WHO DID INSIDER TRADING. 

EXPOSE THE US DEPARTMENT OF DEFENCE FOR 
SENDING THE HARD DRIVES IN THE FIRST PLACE. 

EXPOSE THE REPRESENTATIVES WHO WERE PRESENT 
AT CONVAR WHILST ALL THIS DATA WAS BEING 
RETRIEVED. 

WE MUST ALL UNITE IN THE NAME OF TRUTH AND 
JUSTICE FOR ALL. 



911 KEY 
WITNESSES WHO 
DIED UNDER 
VERY STRANGE 
CIRCUMSTANCES 



BARRY DENNINGS 



REST IN PEACE. 

THANKYOU FOR SHARING YOUR TRUTH. 
THE TRUTH WILL PREVAIL. 





WHO WAS HE? 


BARRY JENNINGS WAS DEPUTY OF EMERGENCY 
SERVICES DEPARTMENT FOR THE NEW YORK CITY 
HOUSING AUTHORITY. 


WHAT DID HE WITNESS/KNOW? 

HE WAS A KEY WITNESS TO NUMEROUS EXPLOSIONS 
INSIDE BUILDING 7. 

HE ALSO WITNESSED DEAD BODIES INSIDE BUILDING 
7 WHICH COMPLETELY CONTRADICATED THE OFFICAL 
REPORTS THAT NOBODY DIED INSIDE THE BUILDING. 


WHY WAS HE A THREAT? 

BARRY WAS INTERVIEWED MINUTES AFTER BEING 
RESCUED FROM BUILDING 7 AND TALKED ABOUT 
NUMEROUS EXPLOSIONS. 

HE GAVE MORE INTERVIEWS AS THE YEARS WENT ON 
WHICH COMPLETELY SHATTERED THE OFFICIAL 
NARRATIVE. HE RECEIVED ANONYMOUS DEATH 
THREATS TELLING HIM TO KEEP QUIET. 


HOW DID HE DIE? 

HE DIED IN 2008 FROM UKNOWN CAUSES. 

CREEPLY HIS ENTIRE FAMILY ALSO DISAPPEARED. 
THEY HAVE NEVER BEEN SEEN AGAIN. 






BEVERLY ECKERT 



REST IN PEACE. 

THANKYOU FOR BEING AN AMAZING LEADER IN THE 
FAMILIES OF 911 VICTIMS TRUTH MOVEMENT. 

THE TRUTH WILL PREVAIL. 




WHO WAS SHE? 


WIFE OF 911 WTC VICTIM AND LEADER OF 
"FAMILIES OF 911 VICTIMS" TRUTH MOVEMENT. 


WHAT DID SHE WITNESS/KNOW? 

EARWITNESS TO EXPLOSIONS INSIDE THE WTC: "I 
HEARD HIM SAY I LOVE YOU, THEN I HEARD A 
TERRIBLE EXPLOSION AND A ROARING SOUND. IT 
SOUNDED LIKE NIAGRA FALLS, I KNEIaI WITHOUT 
SEEING HE WAS GONE.” 


WHY WAS SHE A THREAT? 

THE US GOVERNMENT TRIED TO BRIBE HER TO KEEP 
QUIET BUT SHE REFUSED: “SO, I SAY TO 
CONGRESS, BIG BUISNESS AND EVERYONE WHO 
CONSPIRED TO DIVERT ATTENTION FROM GOVERNMENT 
AND PRIVATE SECTOR FAILURES: MY HUSBANDS LIFE 
WAS PRICELESS, AND I WILL NOT LET HIS DEATH 
BE MEANINGLESS. MY SILENCE CANNOT BE BOUGHT.” 


HOW DID SHE DIE? 

SHE MET OBAMA IN THE WHITE HOUSE WHO PROMISED 
TO OPEN UP A NEW 911 INVESTIGATION. 

HE NEVER OPENED UP THE INVESTIGATION. 

1 WEEK LATER SHE MYSTERIOUSLY DIED IN A PLANE 
CRASH. 






KENNETH DOHANNEMANN 



REST IN PEACE. 

THANKYOU FOR TELLING THE TRUTH ABOUT 
WHAT YOU WITNESSED ON 911. 

THE TRUTH WILL PREVAIL. 





WHO WAS HE? 


KENNETH DOHANNEMANN WAS A JANITOR IN THE 
WORLD TRADE CENTRE. 


WHAT DID HE WITNESS/KNOW? 

KEY WITNESS TO EXPLOSIONS IN THE BASEMENT AND 
EXPLOSIONS IN THE ELEVATOR SHAFTS. 

"YES, I IaIAS RIGHT THERE, I WAS DOWN IN THE 
BASEMENT. CAME DOWN, ALL OF A SUDDEN THE 
ELEVATOR BLEW UP, SMOKE, I DRAGGED THE GUY 
OUT HIS SKIN WAS HANGING OFF AND I DRAGGED 
HIM OUT AND HELPED HIM TO THE AMBULANCE." 


WHY WAS HE A THREAT? 

HIS TRUE ACCOUNT OF WHAT HAPPENED SHATTERED 
THE OFFICIAL NARRATIVE. KENNETH WAS VERY 
CLEAR HE HEARD EXPLOSIONS NOT ASSOCIATED WITH 
THE CRASH AND WITNESSED THE ELEVATOR BLOW UP. 


HOW DID HE DIE? 

GUN SHOT TO THE HEAD, RULED AS SUICIDE. 

RELATVIES FOUND LETTER ON WHITE HOUSE 
STATIONERY IN HIS APARTMENT WHERE HE LIVED 
ALONE. 

RELATIVES SAYS KENNETH WOULD NEVER COMMIT 
SUICIDE. THEY BELIEVE HE WAS MURDERED. 






DANNY DOWENKO 



REST IN PEACE. 

THANKYOU FOR TELLING THE TRUTH ABOUT WTC 7. 

THANKYOU FOR USING YOUR EXPERTISE AND 
TELLING HUMANITY IT WAS 100% A CONTROLLED 

DEMOLITION. 

THE TRUTH WILL PREVAIL. 




WHO WAS HE? 


DANNY DOWENKO WAS A CONTROLLED DEMOLITIONS 
EXPERT IN EUROPE. 


WHAT DID HE WITNESS/KNOW? 

HE MADE A PUBLIC STATEMENT SAYING THAT 
BUILDING 7 WAS 100% BROUGHT DOWN IN A 
CONTROLLED DEMOLITION. 

HE ALSO DID 3 INTERVIEWS AND EXPLAINED (USING 
HIS EXPERTISE IN THE DEMOLITION INDUSTRY) HOW 
BUILDING 7 WAS 100% BROUGHT DOWN IN A 
CONTROLLED FASHION WITH EXPLOSIVES. 


WHY WAS HE A THREAT? 

BECAUSE HE DIRECTLY CHALLENGED THE OFFICIAL 
NARRATIVE AND WAS ABLE TO BACK UP EVERYTHING 
HE SAID WITH FACTS AND EXPERTISE KNOWLEDGE. 

HE WAS ASKED TO RETRACT HIS STATEMENT. 

HE DID NOT. 


HOW DID HE DIE? 

LATER IN 2006 HE MYSTERIOUSLY DIED IN A CAR 
CRASH. 

THE CAR CRASH ONLY INVOLVED HIS VEHICLE. 






FRANK DEMARTINI 



REST IN PEACE. 

THANKYOU FOR THE 70+ PEOPLE YOU SAVED ON 911. 

THANKYOU FOR TELLING HUMANITY THE BUILDINGS WERE 
DESIGNED TO TAKE THE IMPACT FROM MULTIPLE AIRLINERS. 

THE TRUTH WILL PREVAIL. 







WHO WAS HE? 


FRANK DEMARTINI WAS A ARCHITECT AND WTC 
CONSTRUCTION MANAGER. 


WHAT DID HE WITNESS/KNOW? 

IN A INTERVIEW ON 25/01/2001 HE SAID: "THE 
[WIN TOIaIER] BUILDING IaIAS DESIGNED TO HAVE A 
FULLY LOADED (FUELED) 707 CRASH INTO IT. THAT 
IaIAS THE LARGEST PLANE AT THE TIME. I BELIEVE 
THAT THE BUILDING COULD PROBABLY SUSTAIN 
MULTIPLE IMPACTS OF JET LINERS BECAUSE THE 
STRUCUTRE IS LIKE THE MOSQUITO NETTING ON 
YOUR SCREEN DOOR. THE INTENSE GRID AND THE 
JET-PLANE IS JUST A PENCIL PUNCTURING THAT 
SCREEN NETTING. IT REALLY DOES NOTHING TO THE 
SCREEN NETTING ." 


WHY WAS HE A THREAT? 

HIS EXPERTISE IN ARCHITECTURE AND KNOWLEDGE 
OF HOW THE WTC WAS STRUCTURALLY BUILT 
SHATTERS THE OFFICIAL NARRATIVE. 


HOW DID HE DIE? 

HE DIED A HERO. HE ESCORTED HIS WIFE DOWN 
FROM THE 88 th FLOOR AND WENT BACK UP WITH 
PABLO ORTIZ TO SAVE A FURTHER 70 PEOPLE. THEY 
DIED WHEN THE NORTH TOWER COLLAPSED. 






JOHN ONEIL 



REST IN PEACE. 

THANKYOU FOR BEING A GOOD FBI AGENT. 

THERE ARE NOT MANY. 

THANKYOU FOR EXPOSING CORRUPTION IN THE US GOVERNMENT. 

THE TRUTH WILL PREVAIL. 




WHO WAS HE? 


JOHN O'NEIL WAS A GOOD FBI AGENT WHO WAS A 
COUNTER-TERRORISM EXPERT AND IN CHARGE OF 
CAPTURING OSAMA BIN LADEN. 


WHAT DID HE WITNESS/KNOW? 

HE HAD BEEN WATCHING THE BIN LADEN FAMILY FOR 
YEARS. HE SAID THE CLINTONS, BUSH AND 
NEGATIVE FACTIONS OF THE FBI WERE INVOLVED IN 
THE COVER UP AND PROTECTION OF BIN LADEN. 


WHY WAS HE A THREAT? 

HE WAS ORDERED MONTHS BEFORE 911 TO BACK OFF 
INVESTIGATING THE BIN LADEN FAMILY BY GEORGE 
BUSH. WHY WOULD THE PRESIDENT ASK A GOOD FBI 
AGENT TO BACK OFF INVESTIGATING ONE THE MOST 
WANTED MEN IN THE WORLD? 

THAT SAYS IT ALL DOESN'T IT? 


HOW DID HE DIE? 

HE STARTED A NEW JOB AT THE WTC ON SEPT 10™ 

2001. 

HE WAS EMPLOYED BY KROLL TO BE HEAD OF 
SECURITY AND COUNTER TERRORISM. 

HE DIED ON HIS 2 nd DAY AT W0RK...911. 






DAN WALLACE 



REST IN PEACE. 

THANKYOU FOR YOUR BRAVERY. 

THANKYOU FOR EXPOSING THE LIES IN THE 911 OFFICIAL 

REPORT. 

THE TRUTH WILL PREVAIL. 






WHO WAS HE? 


SON OF LT. ROBERT WALLACE, LADDER 118, FDNY 
AND THE FOUNDER OF "WE ARE CHANGE". 


WHAT DID HE WITNESS/KNOW? 

HIS DAD DIED IN THE WTC AND HE DEDICATED THE 
REST OF HIS LIFE TO GET A REAL INVESTIGATION 
INTO 911. 


WHY WAS HE A THREAT? 

SPEECH 12/3/06: "EVER SINCE THAT DAY , I 
BELIEVED THE OFFICAL STORY FOR ABOUT 2 
MINUTES.” 

"THEY SENT US THE 911 OFFICIAL REPORT. I READ 
THE WHOLE THING. AS IM READINGJ IT WAS JUST 
INCREDIBLE , THE LIES IN THIS BOOK.” 

"I NOTICED THE SQUIBS COMING OUT OF THE 
BUILDING. ” 

HE WAS A YOUNG BRAVE MAN WHO GAINED 
FAVOURABLE SUPPORT FOR A NEW 911 
INVESTIGATION. HE BRAVELY SPOKE OUT AGAINST 
THE OFFICAL NARRATIVE AND WAS A BIG THREAT. 


HOW DID HE DIE? 

HIS DEATH WAS UNDISCLOSED. HE DIED AT THE AGE 
OF 23. 






WENDY BURLINGAME 



REST IN PEACE. 

SORRY YOU NEVER GOT THE CHANCE TO SPEAK YOUR TRUTHS. 

THE TRUTH WILL PREVAIL. 




WHO WAS SHE? 


WENDY BURLINGHAME WAS THE DAUGHTER OF ALLEGED 
FLIGHT 77 PILOT. 


WHAT DID SHE WITNESS/KNOW? 

WE DON'T KNOW SHE NEVER GOT THE CHANCE TO 
SPEAK PUBLICLY. SHE DIED UNDER EXTREMELY 
STRANGE CIRCUMSTANCES. 

WHY WAS SHE A THREAT? 

SHE WAS THE DAUGHTER OF THE ALLEGED PILOT OF 
FLIGHT 77. 

ITS LIKELY SHE KNEW INFORMATION WHAT WOULD GO 
AGAINST THE OFFICIAL NARRATVE. 

SPECIFICALLY, INFORMATION ABOUT HER FATHER 
THAT WOULD PROVE THE OFFICIAL NARRATIVE IS 
BASED ON LIES AND DECIET. 


HOW DID SHE DIE? 

SHE DIED IN A SUSPICIOUS APARTMENT FIRE IN AN 
APARTMENT COMPLEX THAT HAD NEVER HAD A FIRE 
BEFORE. 

SHE WAS LOCKED IN THE APARTMENT BY HER 
BOYFRIEND WHO IS EX-ARMY. 

MANY PEOPLE BELIEVE SHE WAS MURDERED. 






DR DAVID KELLY 



REST IN PEACE. 

THANKYOU FOR TELLING HUMANITY THE TRUTH. 

THE FACT THAT IRAQ DID NOT HAVE WEAPONS OF MASS 

DESTURCTION. 

THE TRUTH WILL PREVAIL. 






WHO WAS HE? 


DR DAVID KELLY WAS A BRITISH SCIENTIST AND 
EXPERT IN BIOLOGICAL WARFARE, EMPLOYED BY THE 
BRITISH MINISTRY OF DEFENCE AND FORMERLY A 
UNITED NATIONS WEAPONS INSPECTOR IN IRAQ. 


WHAT DID HE WITNESS/KNOW? 

POST 911 THE IRAQ WAR BEGAN ON 20™ MARCH 
2003. HE WAS INVOLVED WITH THE TEAM 
ATTEMPTING TO FIND WEAPONS OF MASS 
DESTRUCTION IN IRAQ. 


WHY WAS HE A THREAT? 

ON DULY 15™ 2003 HE WAS CALLED BEFORE THE 
PARLIAMENTARY FOREIGN AFFAIRS SELECT 
COMMITTEE AND QUESTIONED AGGRESSIVELY ABOUT 
WHAT HE AND THE TEAM FOUND IN IRAQ. 

HE SAID THERE WAS NO EVIDENCE TO SUGGEST THAT 
IRAQ HAD WEAPONS OF MASS DESTRUCTION. 


HOW DID HE DIE? 

2 DAYS LATER HE WAS FOUND DEAD. HE HAD 
INGESTED 29 TABLETS AND SLASHED HIS WRISTS. 
HIS DEATH WAS LABELLED SUICIDE. HOWEVER, 
MEDICAL EXPERTS HAVE CAME FORWARD SAYING THE 
EVIDENCE POINTS TO FOUL PLAY/MURDER. 






WILLIAM "BILL" COOPER 


BILL COOPER’S SPEECH ON 

“WHATEVER IS GOING TO HAPPEN 
THAT THEY’RE GOING TO BLAME 
ON OSAMA BIN LADEN... 



OSAMA BLAMED FOR EVENTS ON 

NO TRIAL, NO JURY, NO EVIDENCE 


REST IN PEACE. 

THANK YOU FOR EXPOSING GLOBALIST CORRUPTION AROUND THE 

WORLD. 

THANK YOU FOR TELLING HUMANITY THE TRUTH. 






WHO WAS HE? 


MILTON WILLIAM COOPER WAS AN AMERICAN WRITER 
AND RADIO HOST. 


WHAT DID HE WITNESS/KNOW? 

HE PREDICTED 911 BEFORE IT HAPPENED. IN DUNE 
2001j 3 MONTHS BEFORE 911 HE MADE THIS SPEECH 
LIVE ON AIR: "AND IM TELLING YOU BE PREPARED 
FOR A MAJOR ATTACK, AND IT WONT BE OSAMA BIN 
LADEN. IT WILL BE THOSE BEHIND “THE NEW WORLD 
ORDER” WHO ONCE AGAIN WANT TO TAKE THE GUNS 
AND FREEDOM AWAY FROM THE AMERICAN PEOPLE, 
BECAUSE WERE THE ONES LEFT IN THE WORLD WHO 
CAN OPPOSE THE DESTRUCTION OF FREEDOM IN THE 
WORLD, THEN THE IMPLEMENTATION OF A ONE WORLD 
TOTALITARIAN SOCIALIST GOVERNMENT, AND THAT 
IS THE GOAL. AND WHATEVER IS GOING TO HAPPEN 
THEY J RE GOING TO BLAME OSAMA BIN LADEN, DON J T 
YOU EVEN BELIEVE IT!” 


WHY WAS HE A THREAT? 

BECAUSE HE WAS DEEP RESEARCHER WHO WAS 
EXPOSING THE GLOBALISTS NEW WORLD ORDER AND 
FAKE WAR ON TERROR AGENDA AND FOUND EVIDENCE 
TO SUGGEST A HUGE ATTACK ON AMERICAN SOIL WAS 
IMINENT AND IT WOULD BE BLAMED ON OSAMA BIN 
LADEN. TURNS OUT HE WAS RIGHT. 





HE ALSO WAS A UFO ENTHUSIAST WHO UNDERSTOOD 
THE REALITY OF THE NEGATIVE EXTRATERRESTRIAL 
CONTROLLING AGENDA ON EARTH. HE PROMOTED UFO 
AND PARANORMAL RESEARCH AND DOCUMENTS HE HAD 
SEEN WHILE SERVING IN NAVAL INTELLIGENCE. 

FOR MANY YEARS HE BELIEVED THAT AN 
EXTRATERRESTRIAL THREAT EXISTED AND IT WAS 
THE MOST IMPORTANT DRIVING FORCE BEHIND WORLD 
EVENTS. 

HIS BOOK DETAILS MUCH OF HIS RESEARCH INTO 
GOVERNMENT CORRUPTION, SECRET SOCIETIES, 
CONSPIRACY-FACTS AND THE REALITY OF THE UFO 
PHENOMENON. 


HOW DID HE DIE? 

EVERYTHING HE SAID CAME TRUE. 

HE PREDICTED A HUGE ATTACK - 911 

HE PREDICATED THEY WOULD POINT THE BLAME ON 
OSAMA BIN LADEN. - THEY DID 

HE WAS SHOT DEAD BY A UNDERCOVER COP ON HIS 
FRONT LAWN. 

THE COPS SAID COOPER REACHED FOR A GUN. 

HE DIDN'T EVEN HAVE A GUN. 


HE WAS MURDERED 



BERTHA CHAMPAGNE 



REST IN PEACE. 

THE TRUTH WILL PREVAIL. 







WHO WAS SHE? 


BERTHA CHAMPAGNE WAS A LONG TIME BABYSITTER 
FOR MARVIN BUSH. GEORGE BUSHES YOUNGER 
BROTHER WHO WAS THE DIRECTOR OF SECURACOM WHO 
WAS IN CHARGE OF SECURITY AT THE WTC. 


WHAT DID SHE WITNESS/KNOW? 

WE DON'T KNOW BUT SHE DIED IN EXTREMELY 
STRANGE CIRCUMSTANCES. WITH HER BEING THE 
BABY SITTER TO MARVIN BUSH ITS LIKELY SHE HAD 
INSIDER INFORMATION FROM BEING AT HIS HOME. 


WHY WAS SHE A THREAT? 

ITS LIKELY SHE COULD HAVE SEEN SOMETHING, 
OVERHEARD A CONVERSATION OR FOUND EVIDENCE TO 
PROVE MARVIN BUSH HAD COMMITED CRIMES AGAINST 
HUMANITY AND WAS INVOLVED IN THE 911 COVER 
UP. 


HOW DID SHE DIE? 

SHE WAS FOUND CRUSHED BY HER OWN VEHICLE ON 
MARVINS PROPERTY? HER DEATH WASN'T ANNOUNCED 
UNTIL 6 DAYS AFTER IT HAPPENED AND THERE WAS 
A TOTAL MEDIA BLACKOUT SURROUNDING THE EVENT. 

MANY PEOPLE BELIEVE SHE WAS MURDERED. 

HER DEATH STINKS OF "COVER UP" RESEARCH IT. 






DAVID WHERLEY 



REST IN PEACE. 

THANKYOU FOR BEING THE ONLY GENERAL TO SCRAMBLE 

FIGHTER JETS ON 911. 

THE TRUTH WILL PREVAIL. 




WHO WAS HE? 


DAVID WHERLEY JR WAS THE COMMANDER IN CHARGE 
OF THE 113™ FIGHTER WING AT ANDREWS AFB. 


WHAT DID HE WITNESS/KNOW? 

HE GAVE THE ORDER TO SCRAMBLE FIGHTER JETS ON 
911 TO PROTECT THE WHITE HOUSE AND THE 
CAPITOL. 


WHY WAS HE A THREAT? 

HE WAS A KEY 911 WITNESS WHO PLAYED A ROLE IN 
THE TACTICS USED BY THE US GOVERNMENT IN 
RESPONSE TO THE TERRORIST ACTIVITY. 

HE HAD INSIDER KNOWLEDGE OF WHAT REALLY 
HAPPENED ON 911 AND WHY OTHER GOVERNMENT 
DEPARTMENTS SUCH AS NORAD FAILED TO ACT. 

ITS LIKELY HE KNEW TO MUCH AND HE HAD TO BE 
ELIMINATED. 


HOW DID HE DIE? 

HE WAS SAT ON A TRAIN WAITING TO DEPART THE 
STATION WHEN ANOTHER TRAIN CAME AT EXTREMELY 
HIGH SPEEDS AND CRASHED INTO HIS TRAIN. 9 
PEOPLE WERE KILLED AND 80 WERE INJURED. 
DETECTIVES FOUND OUT THE ONCOMING TRAIN WAS 
SET TO AUTOMATIC MODE AND NOT MANUAL. 






PHILLIP MARSHALL 



REST IN PEACE. 

THANKYOU FOR EXPOSING THE GLOBALISTS AGENDA WORLDWIDE. 
THANKYOU FOR EXPOSING THE LIES OF 911. 

THE TRUTH WILL PREVAIL. 




WHO WAS HE? 


PHILLIP MARSHALL WAS A FORMER AIRLINE PILOT 
AND AUTHOR WHOSE WORKS INCLUDED THE 2003 
NOVEL "LAKEFRONT AIRPORT JJ - "FALSE FLAG 911: 
HOIaI BUSHj CHENEY AND THE SAUDIES CREATED THE 
POST 911 IaIORLD " AND "THE BIG BAMBOOZLE: 911 
AND THE IaIAR ON TERROR ." 


WHAT DID HE WITNESS/KNOW? 

HE FOUND DEEP CONNECTIONS WITH THE BUSHES, 

THE CLINTONS AND THE SAUDI GOVERNMENT 
INVOLVED IN CRIMES AGAINST HUMANITY AND FACTS 
THAT PROVE THEY WERE SPECIFICALLY INVOLVED IN 
THE 911 COVER UP. 


WHY WAS HE A THREAT? 

HE PUBLICLY EXPOSED THE GLOBALIST NEW WORLD 
ORDER AND FAKE WAR ON TERROR AGENDA BY 
PUBLISHING MANY BOOKS EXPLAINING IN GREAT 
DETAIL THE DEPECTION AND CONTROL TACTICS USED 
TO TRICK THE PUBLIC ON THE WORLD STAGE. 


HOW DID HE DIE? 

HE ALLEGEDLY KILLED HIS 2 CHILDREN AND THEN 
SHOT HIM SELF IN THE HEAD. PEOPLE CLOSE TO 
PHILLIP SAID: "THE ACTIONS DON J T MATCH THE 
PERSON IaIE KNOIaI ." THEY WERE MURDERED. 






MICHAEL DORAN 



REST IN PEACE. 

THANKYOU FOR BEING THE LEADING 911 VICTIMS LAWYER. 
THANKYOU FOR EXPOSING THE LIES OF 911. 


THE TRUTH WILL PREVAIL 






WHO WAS HE? 


MICHAEL DORAN WAS A 911 VICTIMS LAWYER WHO 
DEDICATED HIS LIFE TO HELP VICTIMS OF 911 
ATTACKS RECEIVE COMPENSATION. 


WHAT DID HE WITNESS/KNOW? 

HE HAD NUMEROUS CASES AGAINST THE US 
GOVERNMENT PROVING THEIR NEGLIENCE IN THE 
EVENTS OF 911 AND PUSHED FOR COMPENSATION FOR 
ALL THE VICTIMS FAMILIES. 

WHY WAS HE A THREAT? 

THE EVIDENCE HE HAD OBTAINED OVER THE YEARS 
HELPING 911 VICTIMS HAD MADE HIM A TARGET. 

HE WAS ABLE TO STAND IN A COURT OF LAW AND 
DIRECTLY CHALLENGE THE OFFICIAL NARRATIVE 
WITH FACUTAL INFORMATION AND EVIDENCE. 

HE WAS A VERY SUCCESSFUL LAWYER WITH LOTS OF 
CASES; MEANING THE US GOVERNMENT WOULD HAVE 
TO PAY OUT HUGE AMOUNTS IN COMPENSTION. 


HOW DID HE DIE? 

HE MYSTERIOUSLY DIED IN A PLANE CRASH. 


RESEARCH HIS DEATH 






CHRISTOPHER LANDIS 

REST IN PEACE. 

THANKYOU FOR TAKING PICTURES OF THE COVER UP OPERATION 

AT THE PENTAGON ON 911. 

THANKYOU FOR EXPOSING THE LIES OF 911. 


THE TRUTH WILL PREVAIL 





WHO WAS HE? 


CHRISTOPHER LANDIS WAS A FORMER OPERATIONS 
MANAGER FOR SAFTEY SERVICE PATROL FOR THE 
VIRGINIA DEPARTMENT OF TRANSPORTATION WHO HAD 
AN UNOBSTRUCTED VIEW OF THE PENTAGON. 


WHAT DID HE WITNESS/KNOW? 

HE TOOK PICTURES AND HAD RAW EVIDENCE SHOWING 
GOVERNMENT OFFICIALS WERE INVOLVED IN A 
COVER-UP AT THE PENTAGON CRASH SITE. 


WHY WAS HE A THREAT? 

HE RELEASED THE PICTURES TO THE CITIZENS 
INVESTIGATION TEAM (CIT - THE MAKERS OF THE 
PENTACON FILM) AND NERVOUSLY ANSWERED THEIR 
QUESTIONS. 


HOW DID HE DIE? 

HE APPARENTLY COMMITED SUICIDE. 

HE WAS MURDERED BECAUSE OF THE PHOTOS HE HAD 
TAKEN ON THE DAY OF 911 SHOWING AN OBVIOUS 
COVER-UP UNFOLDING AT THE PENTAGON. 

GO WATCH THE FILM "THE PENTACON" TO SEE THE 
PICTURES. 






ERIC WISHNIE 


REST IN PEACE. 

THE TRUTH WILL PREVAIL. 


WHO WAS HE? 

ERIC WISHNIE WAS A NBC PRODUCER WHOSE WIFE 
COVERED 911. 


WHAT DID HE WITNESS/KNOW? 

HIS WIFE EXTENSIVELY COVERED THE 911 ATTACKS. 

HE MAY HAVE TRIED TO LEAK CERTAIN INFORMATION 
ABOUT 911 PUBLICLY BY USING HIS POSITION IN 
THE MAINSTREAM NEWS. 


WHY WAS HE A THREAT? 

ITS NOT 100% CLEAR BUT ERIC COVERED LOTS OF 
STORIES OVERSEAS, INCLUDING IRAQ, HE MAY HAVE 
COME ACCUSTOM TO CERTAIN INFORMATION OR HE 
COULD HAVE BEEN TAKEN OUT TO STOP HIS WIFE 
DIGGING TO DEEP INTO THE TRUTH ABOUT 911. 

HOW DID HE DIE? 

HE APPARENTLY FELL FROM A BUILDING. 






PAUL SMITH 



REST IN PEACE. 

THE TRUTH WILL PREVAIL. 






WHO WAS HE? 


PAUL SMITH WAS THE CHOPPER 7 PILOT FOR ABC ON 
THE DAY OF 911. 


WHAT DID HE WITNESS/KNOW? 

HE AND HIS CO-PILOT/CAMERAMAN CAPTURED RAW 
LIVE FOOTAGE OF THE TOWERS EXPLODING. THIS 
LIVE FOOTAGE WAS THEN EDITED TO MAKE IT LOOK 
LIKE A PLANE STRUCK THE 2 nd TOWER. 


WHY WAS HE A THREAT? 

THE LIVE FOOTAGE DOESN'T SHOW A PLANE 
STRIKING THE BUILDING, IT DUST SHOWS THE 
TOWER EXPLODING. THE EDITED FOOTAGE SHOWN IS 
DIFFERENT TO THE RAW FOOTAGE AND SHOWS A 
PLANE STRIKING THE 2 nd TOWER. 

HE WAS A THREAT BECAUSE OF WHAT HE WITNESSED 
FROM THE HELICOPTER ON 911. ITS ALSO POSSIBLE 
HE COULD HAVE BEEN INVOLVED IN THE MEDIA 
COVER UP AND WAS GOING TO GO PUBLIC. 


HOW DID HE DIE? 

MYSTERIOUSLY DIED IN A CAR ACCIDENT. 

HIS CO-PILOT/CAMERAMAN DOHN DEL GIORNO 
REFUSES TO TALK ABOUT WHAT HE SAW ON 911 AND 
NO LONGER RESPONDS TO REPORTERS. 
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DAVID GRAHAM 



REST IN PEACE. 

THANKYOU FOR SHARING YOUR TRUTH. 
THE TRUTH WILL PREVAIL. 





WHO WAS HE? 


DAVID GRAHAM WAS A DENTIST WHO UNCOVERED 
SOMETHING VERY ODD IN REGARDS TO 911. 


WHAT DID HE WITNESS/KNOW? 

HE STUMBLED ONTO THE PATH OF 3 OF THE ALLEGED 
HIJACKERS 10 MONTHS BEFORE 911 AND WITNESSED 
THE SO-CALLED HIJACKERS WITH A PAKISTANI 
BUISNESSMAN IN SHREVEPORT, LOUISIANA. 

HE REPORTED HIS FINDINGS TO THE FBI. 

THE FBI DID NOTHING. 


WHY WAS HE A THREAT? 

HE SEEN THE ALLEGED HIJACKERS IN A PLACE 
WHERE THEY SUPPOSEDLY NEVER WERE WITH A MAN 
THEY SUPPOSEDLY NEVER KNEW. 

HE REPORTED IT TO THE FBI AND RECEIVED 
THREATS FROM FEDERAL AGENTS. 

WAS THIS AN IMPORTANT PART OF THE 911 PLAN 10 
MONTHS IN ADVANCE? 


HOW DID HE DIE? 

HE WAS POISONED. 

HIS MURDERER HAS NEVER BEEN FOUND. 






DEBORAH PALFREY 



REST IN PEACE. 

THANKYOU TRYING TO EXPOSE CORRUPTION. 
THANKYOU FOR TRYING TO EXPOSE THE LIES OF 911. 

THE TRUTH WILL PREVAIL. 






WHO WAS SHE? 


DEBORAH PALFREY RAN A PROSTITUTION RING THAT 
HAD TOP 911 GOVERNMENT OFFICIALS AMONG ITS 
CLIENTS. 


WHAT DID SHE WITNESS/KNOW? 

NSA OFFICIALS NOTED THAT SOME OF PALFREY'S 
CALL GIRLS WERE BEING CHAUFFEURED BY 
SHERLINGTON LIMOUSINES TO POKER PARTIES 
ATTENDED BY FORMER CIA DIRECTOR AND CO-CHAIR 
OF THE JOINT 911 INTELLIGENCE INQUIRY PORTER 
GOSS. 

GOSS RESIGNED IN MAY 2006 BECAUSE OF HIS 
ALLEGED INVOLVMENT IN A PROSTITUTION SCANDAL. 

ON THE MORNING OF 911 GOSS WAS HAVING 
BREAKFAST WITH THE HEAD OF PAKISTAN'S INTER 
SERVICES INTELLIGENCE (ISI) GENERAL MAHMUD 
AHMED, THE MAN WHO ORDERED A WIRE TRANSFER OF 
$100,000 TO ALLEGED LEAD HIJACKER MOHAMMED 
ATTA. 

ACCORDING TO FORMER NSA OFFICIAL WAYNE 
MADSEN, PALFREY MAY HAVE ALSO HAVE KNOWN THAT 
JACK ABRAMOFF, WHO WAS ALSO CONNECTED TO THE 
DC MADAM SCANDAL, ALLOWED AT LEAST 2 OF THE 
911 HIJACKERS TO USE ONE OF HIS CASINO BOATS 
IN THE DAYS BEFORE 911. 




WHY WAS SHE A THREAT? 


WITH SO MANY CALL GIRLS AT HER DISPOSAL ITS 
LIKELY SHE BECAME ACCUSTOM TO INFORMATION IN 
REGARDS TO 911. 

THINK ABOUT IT... CIA DIRECTORS * INTELLIGENCE 
OPERATIVES, HOOKERS, PROBABLY SHIT LOADS OF 
COCAINE, ALL LAUGHING AND JOKING TALKING 
ABOUT HOW THEY PULLED OFF THE BIGGEST ATTACK 
IN HISTORY AND FOOLED THE WORLD, MAKING 
TRILLIONS OF DOLLARS POST 911 AND FROM THE 
NEVER-ENDING WARS IN THE MIDDLE EAST. 

THESE GIRLS WOULD HAVE DEFIANTLY OVER HEARD 
CONVERSATIONS AND COULD EVEN HAVE GATHERED 
EVIDENCE AND RELAYED IT BACK TO DEBORAH 
PALFREY. 


DEBORAH PALFREY IN HER OWN WORDS: 

“I HAVE INFORMATION THAT IaIOULD HAVE BEEN OF 
GREAT INTEREST TO THE 911 COMMISSION 

ec THERES INFORMATION THAT THEY HAVE THAT IaIOULD 
HAVE BEEN IMPORTANT FOR THE 911 COMMISSION TO 
KNOIaI HAVING TO DO IaIITH INTELIGENCE THEY 
PICKED UP ABOUT 911 BEFORE IT HAPPENED . " 


THIS IS A TRANSCRIPT FROM THE ALEX JONES 

SHOW. SHE DOESN'T SAY WHAT SHE WAS GOING TO 


EXPOSE BECAUSE SHE WANTED TO DO IT IN COURT 







ALEX 3ONES: 

“WELL look shes already dropped the atomic 

BOMB ON THEM, SHES ALREADY RELEASED THE 
NUMBERS ." 


DEBORAH: 

“YEAH, YEAH, I HAVE, AND NOT TO BE CONCERNED 
I HAVE NO INTENTION OF LETTING ANYONE BUY ME 
OFF OR MAKE ANY KIND OF A DEAL WITH ME." 


ALEX 3ONES: 

“AND YOU J RE NOT PLANNING TO COMMIT SUICIDE? JJ 


DEBORAH: 

“IM NOT PLANNING TO COMMIT SUICIDE EITHER. JJ 


ALEX 3ONES: 

“THE FACT THAT YOUR SO VISIBLE REALLY 
PROTECTS YOU. DO YOU WANNA JUST PUT IT ON 
RECORD AND STATE THAT YOU J RE NOT PLANNING TO 
COMMIT SUICIDE?" 



DEBORAH 


“NO, IM NOT PLANNING TO COMMIT SUICIDE. IM 
PLANNING TO GO INTO COURT ON APRIL 7 th AND 
INDEED WE DO HAVE THE TRIAL, AND I PLAN ON 
DEFENDING MYSELF VIGOROUSLY IN EXPOSING THE 
GOVERNMENT IN WAYS THAT I DO NOT THINK THEY 
WOULD WANT ME TO EXPOSE THEM ." 


HOW DID SHE DIE? 

APPARANTLY SHE COMMITED SUICIDE BY HANGING 
HER SELF. 


SHE WAS MURDERED 




SUZANNE DOVIN 


REST IN PEACE. 

THANKYOU FOR TRYING TO EXPOSE OSAMA BIN 
LADENS CONNECTION WITH THE BUSH FAMILY AND 

THE US GOVERNMENT 


WHO WAS SHE? 

SUZANNE DOVIN WAS A YALE STUDENT WHO WROTE A 
THESIS ON OSAMA BIN LADEN IN 1998. 


WHAT DID SHE WITNESS/KNOW? 

SHE DOCUMENTED EVERYTHING SHE KNEW ABOUT 
OSAMA BIN LADEN AND HIS MANY DEEP TIES WITH 
THE US GOVERNMENT. 


WHY WAS SHE A THREAT? 

HER THESIS WAS SO WELL DOCUMENTED AND EXPOSED 
CONNECTIONS BETWEEN OSAMA BIN LADEN AND THE 
GOVERNMEMT DATING BACK MANY YEARS. 


HOW DID SHE DIE? 

SHE WAS BRUTALLY STABBED TO DEATH OFF CAMPUS. 

WHO WAS THE ONLY OTHER PERSON WHO KNEW ABOUT 
THE CONTENTS OF HER THESIS? 







JAMES VAN DE VELDE, HER THESIS ADVISOR. 


WHATS HIS BACKGROUND? 


HES A LIEUTENANT COMMANDER IN THE US NAVAL 
INTELLIGENCE RESERVES AND THE FORMER 
EXECUTIVE DIRECTOR OF THE ASIA-PACIFIC 
PROGRAM AT STANFORD UNIVERSITY (CIA 
CONTROLLED INSTITUTE). 

HE ANALYZED THE LATIN AMERICAN DRUG TRADE AND 
WORKED IN NUCLEAR ARMS CONTROL UNDER THE 
PENTAGON AND THE STATE DEPARTMENT. 

HIS PENTAGON SECURITY CLEARANCE WAS 5 LEVELS 
ABOVE TOP SECRET. 

HE WAS AN AL QAEDA EXPERT WHO INTERROGATED 
"TERRORIST SUSPECTS" AT GITMO. 

HE WAS SEEN WITH SUZANNE JUST BEFORE HER 
STABBING AND SHE WAS MURDERED VERY CLOSE TO 
JAMES VAN DE VELDE'S APARTMENT. 


JUST ANOTHER 
COINCIDENCE? 


PETER KUCINICH 



REST IN PEACE. 

THE TRUTH WILL PREVAIL. 





WHO WAS HE? 


PETER KUCINICH WAS THE BROTHER OF CONGRESSMAN 
WHO CALLED FOR NEW 911 INVESTIGATION. 


WHAT DID HE WITNESS/KNOW? 

HE WAS AN ACTIVE SPEAKER IN CALLING FOR A NEW 
INVESTIGATION INTO 911 AGAINST AND DIDN'T 
BELIEVE A SINGLE WORLD OF THE OFFICIAL 
NARRATIVE. 


WHY WAS HE A THREAT? 

BECAUSE OF HOW DETERMINED HE WAS TO GET A NEW 
INVESTIGATION INTO 911. 

HOW DID HE DIE? 

WE ARE TOLD HE "FELL OVER". 

MANY PEOPLE BELIEVE FOUL PLAY WAS INVOLVED. 


SALVATORE PRINCIOTTA 



REST IN PEACE. 

THANKYOU FOR YOUR BRAVERY IN THE FDNY. 
THANKYOU FOR YOUR ACTIONS ON 911. 
THE TRUTH WILL PREVAIL. 




WHO WAS HE? 


SALVATORE PRINCIOTTA WAS A FIRST RESPONDER 
FIREFIGHTER FROM LADDER 9. 


WHAT DID HE WITNESS/KNOW? 

THE LADDER 9 FIRE TRUCKS WINDOWS WERE 
COMPLETELY BLOWN OUT BUT THERE WAS NO DAMAGE 
TO THE REST OF THE TRUCK. 

SALVATORE PRINCIOTTA WAS A WITNESS TO GROUND 
EXPLOSIONS OR HIGH TECH MILITARY WEAPONARY 
THAT CAUSED SOME TYPE OF SHOCK WAVE AND 
CAUSED THE FIRE TRUCKS WINDOWS TO BE BLOWN 
OUT. 


WHY WAS HE A THREAT? 

BECAUSE OF WHAT HE REALLY WITNESSED HAPPEN ON 
THE GROUND ON 911. 

HOW DID HE DIE? 

ON MAY 23 rd , 2007 SALVATORE WAS MURDERED. 

WHAT DID HE REALLY SEE? 














THE WINDOW GASKET IS ON THE OUTSIDE. 


WHAT BLEW THE WINDOWS OUT? 


IT DIDN'T BLOW OUT DUST THE MIDDLE PORTION OF 
THE WINDOWS IT BLEW OUT THE WINDOWS ALL THE 
WAY BACK TO THE FRAME WHERE IT WAS MOUNTED. 


17 YEARS ON AND WE STILL DON'T KNOW THE TRUTH 
ABOUT WHAT REALLY HAPPENED TO THESE WINDOWS. 



TED GUNDERSON 



REST IN PEACE. 

THANKYOU FOR BEING A GOOD FBI LEADER. 

THANKYOU FOR EXPOSING SATANISM AND PEADOPHILIA AT HIGH 

LEVELS IN THE US GOVERNMENT. 

THANKYOU FOR EXPOSING CHEMTRAILS. 

THE TRUTH WILL PREVAIL. 




WHO WAS HE? 


TED GUNDERSON WAS A FORMER HEAD OF THE FBI. 
HE WAS A GOOD FBI AGENT AND DEDICATED THE 
REST OF HIS LIFE TO EXPOSING CORRUPTION 
WITHIN THE INTELLIGENCE AGENCYS IN THE USA. 


WHAT DID HE WITNESS/KNOW? 

HE EXPOSED THE DARKER SIDE TO THE 
INTELLIGENCE AGENYS. THE FACTIONS THAT ARE 
ACTUALLY RESPONSIBLE FOR MOST THE TERRORIST 
ATTACKS WE SEE UNFOLDING IN OUR WORLD TODAY. 

TED GUNDERSON'S PROFESSIONAL PRIVATE 
INVESTIGATIONS HAS DETERMINED THE 911 TERROR 
ATTACKS TO HAVE BEEN AN "INSIDE DOB" 
FELONIOUSLY PERPETRATED BY OUTLAWS WITHIN THE 
U.S. GOVERNMENT. THESE MASS MURDERERS ARE 
STILL AT LARGE AND CONSTITUTE DANGER TO THE 
AMERICAN PUBLIC AND ALL PEOPLES OF THE WORLD. 


WHY WAS HE A THREAT? 

HE EXPOSED THE TRUTH ABOUT 911 AND THE FAKE 
WAR ON TERROR AGENDA THAT HAS UNFOLDED POST 
911j AROUND THE WORLD AND THE MIDDLE EAST. 


HOW DID HE DIE? 


CANCER 






PAUL WELLSTONE 



REST IN PEACE. 

THANKYOU FOR OPPOSING THE IRAQ WAR. 

THANKYOU FOR BEING A TRUE LEADER AND STANDING UP TO 
THE ZIONIST BUSH ADMINISTRATION. 

THE TRUTH WILL PREVAIL. 






WHO WAS HE? 


PAUL WELLSTONE WAS A TWO-TERM US SENATOR FROM 
THE STATE MINNESOTA AND A MEMBER OF THE 
DEMOCRATIC-FARMER-LABOR PARTY. 


WHAT DID HE WITNESS/KNOW? 

HE WAS A VERY POPULAR CANDIDATE FOR THE 
ELECTION WHO DIRECTLY CHALLENGED THE BUSH 
ADMINISTRATION AND OPPOSED THE WAR IN IRAQ. 

WHY WAS HE A THREAT? 

THE POLLS SHOWED HE WAS GOING TO WIN THE 
ELECTION. LEADING UP TO IT HE WAS OUTSPENT 
AND OUTGUNNED. HOWEVER, POLLS SHOWED THAT 
WELLSTONE'S POPULARITY SURGED AFTER HE VOTED 
TO OPPOSE THE SENATE RESOLUTION AUTHORIZING 
GEORGE BUSH TO WAGE WAR IN IRAQ. 

HE WAS PULLING AHEAD OF COLEMAN AND MOVING 
TOWARD A VICTORY THAT WOULD BE AN 
EMBARRASSMENT TO THE BUSH AND CLINTON 
ADMINISTRATION. 

THEN HE DIED. 


HOW DID HE DIE? 

HE AND HIS WHOLE FAMILY MYSTERIOUSLY DIED IN 
A PLANE CRASH BEFORE THE ELECTION FINISHED. 






HUNTER S THOMPSON 



REST IN PEACE. 

THANKYOU FOR EXPOSING THE SHADOW GOVERNMENT. 

THANKYOU FOR EXPOSING THE GLOBALIST NEW WORLD ORDER 

AGENDA. 

THANKYOU FOR EXPOSING THE FAKE WAR ON TERROR. 

THE TRUTH WILL PREVAIL. 





WHO WAS HE? 


HUNTER S. THOMPSON WAS A AMERICAN JOURNALIST. 


WHAT DID HE WITNESS/KNOW? 

HE SPOKE PUBLICLY AGAINST THE US GOVERNMENT. 


WHY WAS HE A THREAT? 

BECAUSE LIKE MANY OTHER BRAVE JOURNALISTS AND 
REPORTERS HE EXPOSED THE DARKER SIDES TO THE 
GOVERNMENT WHO LIE AND TRICK THE PUBLIC ON A 
DAY TO DAY BASIS, ALWAYS TO FURTHER THEIR OWN 
POLITICAL AGENDAS. 

HE PROPHETICALLY WROTE ON 911: 

“THE TOIaIERS ARE GONE NOIaIj REDUCED TO BLOODY 
RUBBLEj ALONG IaIITH ALL HOPES FOR PEACE IN OUR 
TIME , IN THE UNITED STATES OR ANY OTHER 
COUNTRY. MAKE NO MISTAKE ABOUT IT: IaIE ARE AT 
Ia/AR IaIITH THAT MYSTERIOUS ENEMY FOR THE REST 
OF OUR LIVES . " 

THAT MYSTERIOUS ENEMY BEING: 

"THE NEVER-ENDING WAR WHICH IS TERRORISM." 


HOW DID HE DIE? 

APPARANTELY HE SHOT HIMSELF IN THE HEAD AT 
HIS HOME WHERE HE LIVED ALONE. 






RICK RESCORLA 



REST IN PEACE. 

THE TRUTH WILL PREVAIL. 








WHO WAS HE? 


RICK RESCORLA WAS A RETIRED UNITED STATES 
ARMY OFFICER AND DIRECTORY OF SECURITY FOR 
FINANCIAL SERVICES FIRM MORGAN STANLEY AT THE 
WORLD TRADE CENTRE. 


WHAT DID HE WITNESS/KNOW? 

HE ANTICIPATED ATTACKS ON THE TOWERS AND 
IMPLEMENTED ANTI-TERROR AND EVACUATION 
PROCEDURES. 


WHY WAS HE A THREAT? 

HE KNEW A LOT ABOUT SECURITY AND TERRORISM 
AND DEDICATED A LOT OF HIS LIFE TO 
UNDERSTANDING TERRORISM AND PROTECTING THE 
AMERICAN PEOPLE. 


HOW DID HE DIE? 

HE DIED IN THE AFTERMATH OF SEPTEMBER 11™ 
WHILE LEADING EVACUEES FROM THE SOUTH TOWER. 


TIM RUSSERT 






Tim 

Russert 

1950 - 2008 


REST IN PEACE. 

THANKYOU FOR ASKING THE ADMINISTRATION REAL 

QUESTIONS. 

THANKYOU FOR PUBLICLY CHALLENGING THE OFFICIAL 

NARRATIVE. 

THANKYOU FOR TRYING GET THE TRUTH OUT TO THE 
AMERICAN PEOPLE AND THE WORLD. 

THE TRUTH WILL PREVAIL. 




WHO WAS HE? 


TIM RUSSERT WAS A HERO TO THE WORLD. HE WAS 
THE HOST OF "MEET THE PRESS" ON SUNDAY 
MORNINGS ON NBC FROM 1991 TO 2008. 


WHAT DID HE WITNESS/KNOW? 

HE WAS A HONEST REPORTER WHO ASKED THOUGHT 
PROVOKING QUESTIONS WHICH ACTUALLY MADE THE 
PUBLIC QUESTION THE INTENTIONS OF THE US 
GOVERNMENT. 


WHY WAS HE A THREAT? 

BECAUSE HE DIDN'T USE HIS POSITION IN THE 
MEDIA TO "WASH OVER" IMPORTANT SUBJECTS. HE 
GOT STRAIGHT TO THE POINT WHEN IT CAME TO 
WAR; CORRUPTION IN THE GOVERNMENT, SECRET 
SOCIETYS, AND GENERAL LIES AND DECEIT FED TO 
THE MASSES. HE WAS AS TOUGH AS THEY GOT. 

HE DIRECTLY ASKED GEORGE BUSH AND JOHN KERRY 
ABOUT BEING PART OF THE SKULL AND BONES 
SECRET SOCIETY. (SECRET SOCIETY PASSED OFF AS 
JUST A "MENS CLUB" WHEN REALLY ITS ROOTS ARE 
EMBEDDED IN LUCIFERIANISM/SATANISM) 


TIM TOLD DICK CHENEY (THE VICE PRESIDENT ON 
911) STRAIGHT: 





"THE BOTTOM LINE IS THE RATIONAL GIVEN TO THE 
AMERICAN PEOPLE WAS THAT SADAM HAD WEAPONS OF 
MASS DESTRUCTION AND HE COULD GIVE THOSE 
WEAPONS OF MASS DESTRUCTION TO AL AQAEDA AND 
WE COULD HAVE ANOTHER SEPTEMBER 11™. 

NOW WE READ THAT THERE IS NO EVIDENCE 
ACCORDING TO THE INTELLIGENCE COMMITTEE* YOU 
SAID THERE WAS NO INVOLVEMENT* THE PRESIDENT 
SAID THERE WAS NO INVOLVEMENT* AND THE CIA 
SAID LEADING UP TO THE WAR SAID THAT THE 
POSSIBILTY OF SADAM USING WEAPONS OF MASS 
DESTRUCTION WAS LOW. 

THERE WAS A DELIBERATE ATTEMPT MADE BY THE 
ADMINISTRATION TO LINK AL QAEDA IN IRAQ IN 
THE MINDS OF THE AMERICAN PEOPLE AND USE IT 
AS A RATIONAL TO GO TO WAR." 


DICK CHENEY "ACCIDENTALLY" SHOT SOMEONE WITH 
A SHOTGUN WHEN OUT HUNTING. 

TIM SAID: 

"SHOULD I BE RELIEVED YOU DIDN'T BRING YOUR 
SHOTGUN IN TODAY?" 

DICK CHENEY REPLIED: 

"I WOULDN'T WORRY ABOUT IT, YOUR NOT IN 
SEASON." 

2 YEARS LATER TIM DIED AT THE AGE OF 58. HE 
WAS IN GOOD HEALTH. 




HOW DID HE DIE? 


HE DIED OF A HEART ATTACK, ALTHOUGH HE HAD NO 
MEDICAL CONDITIONS THAT WOULD SUGGEST HE HAD 
HEART PROBLEMS. 

THERE IS A WEAPON DEVELOPED BY THE CIA WHERE 
THEY CAN FIRE A DART AT HIGH SPEEDS INTO A 
TARGET AND IT CAN CAUSE THE TARGET TO HAVE A 
HEART ATTACK. 

THE DART THEN DISOLVES AND THERE IS NO TRACE 
WHICH CAN BE POINTED TO MURDER. 

RESEARCH HEART ATTACK GUN CIA. 

MANY PEOPLE BELIEVE TIM RUSSERT WAS MURDERED 
BECAUSE HE DARED TO CHALLENGE THE OFFICIAL 
NARRATIVE. 



SOURCES 


THANKYOU TO THE FOLLOWING PEOPLE FOR 
PROVIDING THE INFORMATION ON THE MYSTERIOUS 
DEATHS OF THE KEY 911 WITNESSES I HAVE DUST 
MENTIONED. 


KEND0C911.WORLDPRESS.COM 


YOUTUBE ACCOUNTS: 
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of 9 11 Witnesses 
(MUST SEE) -... 

washingtonpatriot76 
224,841 views 


Mysterious Deaths 
of Key 9/11 
Witnesses Full... 

dcbama3209 
51,329 views 


THE MYSTERIOUS 
DEATHS OF KEY 
9/11 WITNESSES 

TRUTH TALK NEWS ... 
279,978 views 
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EVIDENCE 

OF 

NO 

PLANES 

HITTING 

THE 

TONERS 



I UNDERSTAND THIS INFORMATION IS VERY 
CONTROVERSIAL AND I UNDERSTAND ITS HARD TO 
GET YOUR HEAD AROUND. 

AS IVE SAID FROM THE BEGINNING, PLEASE JUST 
TAKE IN THE INFORMATION THAT RESONATES WITH 
YOURSELF AND DISCARD THE REST. 

IM SIMPLY JUST PRESENTING THE EVIDENCE. 

THERE ARE ONLY 2 REASONS WE THINK PLANES 
STRUCK THE TOWERS ON 911: 

• WE SAW IT ON TELEVISION 

• ITS WHAT WE HAVE BEEN TOLD FOR 17 YEARS. 

WERE YOU THERE? 

DID YOU WITNESS IT WITH YOUR OWN EYES? 

OR DID YOU JUST SEE IT ON TELL-LIE-VISION? 








FACT 1 

THERE ARE 4 SEPARATE VIDEOS SHOWING THE 
TOWERS EXPLODING THAT DO NOT INCLUDE A 

PLANE. 


THEY ARE ALL RAW; UNCUT, UNEDITED VIDEO 
EVIDENCE OF WHAT REALLY HAPPENED ON 911. 

THE VIDEOS CLEARLY SHOW THE BUILDING 
EXPLODING OUTWARDS FROM DIFFERENT ANGLES. 

THE FOOTAGE DOESN'T LIE. 

THIS IS 100% PROOF IN ITS SELF THAT NO PLANE 
STRUCK THE TOWERS ON 911. 

THE RAW FOOTAGE DOES NOT SHOW A PLANE. 

FACT. 

THE FOOTAGE USED BY THE MEDIA DOES SHOW A 
PLANE. 

FACT. 

THEREFORE, WHAT THE MEDIA HAS SHOWN TO THE 
WORLD IS FALSE. THEREFORE, IT IS A LIE. 

FACT. 




THE 4 SEPARATE VIDEO ANGLES 








GO WATCH THIS DOCUMENTARY 


"THE TRUTH IN PLANE SIGHT" BY HIBBELER 
PRODUCTIONS 

THE EVIDENCE OF NO PLANES STARTS AROUND 
20MINUTES IN BUT I RECOMMEND WATCHING THE 
ENTIRE THING. 



The truth in PLANE sight (2018 
Documentary)Re-upload 

Dorje Daka 517,618 views 
8.4K jpi 1.2K 


+ A ^ 





SOME STILLS FROM THE DOCUMENTARY: 










THE FOOTAGE DOESN-’T LIE. 

FACT. 


THE MEDIA DOES LIE. 

FACT. 







FACT 2 

WING GOES BEHIND BUILDING 



THIS BUILDING IS IN THE BACKGROUND. 














I 


SO HOW COULD THE LEFT WING DISAPPEAR BEHIND THE 
BUILDING WHEN THE PLANE WAS TRAVELING IN FRONT OF 

THE BUILDING? 


ANSWER... 

BECAUSE ITS EDITED FOOTAGE TO ADD A PLANE TO 

FOOL YOU. 

TO UNDERSTAND WHY THEY WANT TO FOOL YOU, YOU 
NEED TO UNDERSTAND WHO ACTUALLY OWNS AND 
CONTROLS THE MEDIA. 

SOMETHING WE WILL DISCUSS LATER. 







FACT 3 

THE TESTIMONY OF JOHN LEAR, SON OF THE LEARJET 
INVENTOR. 

JOHN LEAR WAS A EX CIA PILOT WITH OVER 19,000 HOURS 
FLIGHT TIME AND HOLDS MORE FAA CERTIFICATES THAN ANY 
OTHER FAA AIRMAN. 

HE PROVIDES AN AMAZING TESTIMONY WHICH GIVES US THE 
SPECIFICS AS TO WHY NO PLANES ACTUALLY HIT THOSE 
TOWERS ON 911. 



"No Boeing 767 airliners 
hit the Twin Towers" 

John Lear - FORMER CIA PILOT 



Pic By Kerry Cassidy Via ProJectcamelot.org 





911 AIRPLANE AFFIDAVIT BY JOHN LEAR, SON OF 

LEARJET INVENTOR 


PART 1: 


1. I AM 65 YEARS OF AGE, A RETIRED AIRLINE 
CAPTAIN AND FORMER CIA PILOT WITH OVER 
19,000 HOURS OF FLIGHT TIME, OVER 11,000 
OF WHICH ARE IN COMMAND OF 3 OR 4 ENGINE 
JET TRANSPORTS, HAVE FLOWN OVER 100 
DIFFERENT TYPES OF AIRCRAFT IN 60 
DIFFERENT COUNTRIES AROUND THE WORLD. I 
RETIRED IN 2001 AFTER 40 YEARS OF FLYING. 

2. I AM THE SON OF THE LEARJET INVENTOR, 

BILL LEAR, AND HOLD MORE FAA AIRMAN 
CERTIFICATES THAN ANY OTHER FAA CERTIFIED 
AIRMAN. THESE INCLUDE THE AIRLINE 
TRANSPORT PILOT CERTIFICATE WITH 23 TYPE 
RATINGS, FLIGHT INSTRUCTOR, FLIGHT 
ENGINEER, FLIGHT NAVIGATOR, GROUND 
INSTRUCTOR, AIRCRAFT DISPATCHER, CONTROL 
TOWER OPERATOR, AND PARACHUTE RIGGER. 

3. I FLEW SECRET MISSIONS FOR THE CIA IN 
SOUTH EAST ASIA, EASTERN EUROPE, THE 
MIDDLE EAST AND AFRICA BETWEEN 1967 AND 
1983. 



4. DURING THE LAST 17 YEARS OF MY CAREER I 
WORKED FOR SEVERAL PASSENGER AND CARGO 
AIRLINES AS CAPTAIN, CHECK AIRMAN AND 
INSTRUCTOR. I WAS CERTIFIED BY THE FAA AS 
NORTH ATLANTIC (MNPS) CHECK AIRMAN. I 
HAVE EXTENSIVE EXPERIENCE AS COMMAND 
PILOT AND INSTRUCTOR IN THE BOEING 707, 
DOUGLASS DC-8 AND LOCKHEAD L-1011. 

5. I CHECKED OUT AS CAPTAIN ON A BEOING 707 
IN IN 1973 AND CAPTAIN ON THE LOCKHEAD L- 
1011 IN 1985. 

6. I HOLD 17 WORLD RECORDS INCLUDING SPEED 
AROUND THE WORLD IN A LEAR JET MODEL 24 
SET IN 1966 AND WAS PRESENTED THE PATCO 
(PROFFESIONAL AIR TRAFFIC CONTROLLERS 
ASSOCIATION) AWARD FOR OUTSTANDING 
AIRMANSHIP IN 1968. I AM A SENIOR VICE- 
COMMANDER OF THE CHINA POST 1, THE 
AMERICAN LEGIONS POST FOR "SOLDIERS OF 
FORTUNE", A 24 YEAR MEMBER OF THE SPECIAL 
OPERATIONS ASSOCIATION AND MEMBER OF 
PIL0TF0R911TRUTH.ORG. 

7. I HAVE 4 DAUGHTERS, 3 GRANDCHILDREN AND 
LIVE WITH MY WIFE OF 37 YEARS, LAS VEGAS 
BUISNESS WOMEN MARILEE LEAR IN LAS VEGAS, 
NEVADA. 



PART 2 


8. NO BOEING 767 AIRLINERS HIT THE TWIN 
TOWERS AS FRAUDULENTLY ALLEGED BY THE 
GOVERNMENT, MEDIA, NIST, AND ITS 
CONTRACTORS. SUCH CRASHES DID NOT OCCUR 
BECAUSE THEY ARE PHYSICALLY IMPOSSIBLE AS 
DEPICTED FOR THE FOLLOWING REASONS: 

A: IN THE CASE OF THE UAL 175 GOING INTO 
THE SOUTH TOWER, A REAL BOEING 767 WOULD 
HAVE BEGUN 'TELESCOPING* WHEN THE NOSE 
HIT THE 14 INCH STEEL COLUMNS WHICH ARE 
39 INCHES ON CENTER. THE VERTICAL AND 
HORIZTONAL TAIL WOULD HAVE 
INSTANTANEOUSLY SEPERATED FROM THE 
AIRCRAFT, HIT THE STEEL BOX COLUMNS AND 
FALLEN TO THE GROUND. 

B: THE ENGINES WHEN IMPACTING THE STEEL 
COLUMNS WOULD HAVE MAINTAINED THEIR 
GENERAL SHAPE AND EITHER FALLEN TO THE 
GROUND OR BEEN RECOVERED IN THE DEBRIS OF 
THE COLLAPSED BUILDING. ONE ALLEGED 
ENGINE PART WAS FOUND ON MURRAY STREET 
BUT THERE SHOULD BE THREE OTHER ENGINE 
CORES WEIGHING OVER 9000 POUNDS EACH. 
NORMAL OPERATING TEMPERATURES FOR THESE 
ENGINES ARE 650.C SO THEY COULD NOT 
POSSIBLY HAVE BURNED UP. 



THIS IS A PHOTO OF A SIMILAR SIZED ENGINE 
FROM A MCDONNE L L-DOUG LAS MD-11 WHICH IMPACTED 
THE OCEAN AT A HIGH RATE OF SPEED. YOU CAN 
SEE THAT THE ENGINE REMAINS GENERALLY INTACT. 






C: WHEN AND IF THE NOSE OF AN AIRPLANE CAME 
INTO CONTACT WITH THE BUILDINGS 14 INCH BY 14 
INCH STEEL BOX COLUMNS AND THEN, 37 FEET 
BEYOND, THE STEEL BOX COLUMNS OF THE BUILDING 
CORE THE MOMENTUM OF THE WINGS WOULD HAVE 
SLOWED DRASTICALLY DEPRIVING THEM OF ENERGY 
TO PENETRATE THE EXTERIOR STEEL BOX COLUMNS. 
THE SPARS OF THE WING, WHICH EXTEND OUTWARD. 
COULD NOT POSSIBLY HAVE PENETRATED THE 14 
INCHES BY 14 INCH STEEL BOX COLUMNS PLACED 39 
INCHES ON CENTRE AND WOULD HAVE CRASHED TO 
THE GROUND. 


D: THE ARGUMENT THAT THE ENERGY OF THE MASS 
OF THE BOEING 767 AT A SPEED OF 540 MPH FAILS 
BECAUSE: 


1. NO BOEING 767 COULD ATTAIN THAT SPEED AT 
1000 FEET ABOVE SEA LEVEL BECAUSE OF 
PARASITIC DRAG WHICH DOUBLES WITH 
VELOCITY AND PARASITE POWER WHICH CUBES 
VELOCITY. 

2. THE FAN PORTION OF THE ENGINE IS NOT 
DESIGNED TO ACCEPT THE VOLUME OF DENSE 
AIR AT THAT ALTITUDE AND SPEED. 



E: THE PIECE OF ALLEGED EXTERNAL FUSELAGE 
CONTAINING 3 OR 4 WINDOW CUTOUTS IS 
INCONSISTENT WITH AN AIRPLANE THAT HIT 14 
INCH STEEL BOX COLUMNS, PLACED 39 INCHES IN 
CENTRE, AT OVER 500MPH. THIS FUSELAGE SECTION 
WOULD BE TELESCOPICALLY CRUMBLED HAD IT 
ACTUALLY PENETRATED THE BUILDING AS DEPICTED 
IN THE CNN VIDEO. IT IS IMPOSSIBLE FOR IT TO 
HAVE THEN RE-EMERGED FROM THE BUILDING AND 
THEN FALLEN INTACT AND UNBURNED AS DEPICTED. 

F: THE PURDUE VIDEO FAILS BECAUSE NO 
SIGNIFICANT PART OF THE BOEING 767 OR ENGINE 
THEREON COULD HAVE PENETRATED THE 14 INCH 
STEEL COLUMNS AND 37 FEET BEYOND THE MASSIVE 
CORE OF THE TOWER WITHOUT PART OF IT FALLING 
TO THE GROUND. THE PURDUE VIDEO MISREPRESENTS 
THE CONSTRUCTION OF THE CORE OF THE BUILDING 
AND DEPICTS UNIDENTIFIED PARTS OF THE 
AIRPLANE SNAPPING THE CORE COLUMNS WHICH WERE 
12" X 36". THE PURDUE VIDEO ALSO 
MISREPRESENTS WHAT WOULD HAPPEN TO THE TAIL 
WHEN THE ALLEGED FUSELAGE CONTACTED THE CORE. 
THE TAIL WOULD INSTANTANEOUSLY SEPARATE FROM 
THE EMPENNAGE (AFT FUSELAGE). FURTHER, THE 
PURDUE VIDEO MISREPRESENTS, INDEED IT FAILS 
TO SHOW, THE WING BOX OR CENTRE SECTION OF 
THE WING IN THE COLLISION WITH THE CORE. THE 
WING BOX IS A VERY STRONG UNIT DESIGNED TO 
HOLD THE WINGS TOGETHER AND IS AN INTEGRAL 
PORTION OF THE FUSELAGE. THE WING BOX IS 



DESIGNED TO HELP DISTRIBUTE THE LOADS OF THE 
WINDS UP-AND-DOWN FLEXING IN FLIGHT. 


G: MY ANALYSIS OF THE ALLEGED CUTOUT MADE BY 
THE BOEING 767 SHOWS THAT MANY OF THE 14-INCH 
EXTERIOR STEEL BOX COLUMNS WHICH ARE SHOWN AS 
SEVERED HORIZONTALLY, DO NOT MATCH UP WITH 
THE POSISTION OF THE WINGS. FURTHER, SEVERAL 
OF THE COLUMNS THROUGH WHICH THE HORIZTONAL 
TAIL ALLEGEDLY DISAPPEARED ARE NOT SEVERED OR 
BROKEN. IN ADDITION, THE WING TIPS OF THE 
BOEING 767 BEING OF LESS ROBUST CONSTRUCTION 
THAN THE INNER PORTIONS OF THE WINGS COULD 
NOT POSSIBLY HAVE MADE THE COOKIE-CUTTER 
PATTERN AS SHOWN IN THE AFTERMATH PHOTOS. THE 
WING TIPS WOULD HAVE BEEN STOPPED BY THE 14 
INCH STEEL BOX COLUMNS AND FALLEN TO THE 
GROUND. 





























H: THE DEBRIS OF THE BOEING 767, AS FOUND 
AFTER THE COLLAPSE, WAS NOT CONSISTENT WITH 
THE ACTUAL DEBRIS HAD THERE REALLY BEEN A 
CRASH. MASSIVE FORGINGS, SPARS FROM BOTH THE 
WING AND HORIZONTAL AND VERTICAL STABILIZERS, 
LANDING GEAR RETRACT CYLINDERS, LANDING GEAR 
STRUTS, HYDRAULIC RESERVOIRS AND BOGEYS 
OXYGEN BOTTLES, A MASSIVE KEEL BEAM, 

BULKHEADS AND THE WING BOX ITSELF COULD NOT 
POSSIBLY HAVE "EVAPORTED" EVEN IN A HIGH 
INTENSITY FIRE. THE DEBRIS OF THE COLLAPSE 
SHOULD HAVE CONTAINED MASSIVE SECTIONS OF THE 
BOEING 767, INCLUDING 3 ENGINE CORES WEIGHING 
APPROXIMATELY 9000 POUNDS A PIECE WHICH COULD 
NOT HAVE BEEN HIDDEN. YET THERE IS NO 
EVIDENCE OF ANY OF THESE MASSIVE STRUCTURAL 
COMPONENTS FROM EITHER 767 AT THE WTC. SUCH 
COMPLETE DISAPPEARANCE OF 767"S IS 
IMPOSSIBLE. 


PART 3: 

9. MY OPINION, BASED ON EXTENSIVE FLIGHT 

EXPERIENCE BOTH AS CAPTAIN AND INSTRUCTOR 
IN LARGE 3 AND 4 ENGINE AIRCRAFT IS THAT 
IT WOULD HAVE BEEN IMPOSSIBLE FOR AN 
ALLEGED HIJACKER WITH LITTLE OR NO TIME 
IN THE BOEING 767 TO HAVE TAKEN OVER, 

THEN FLOWN A BOEING 767 AT HIGH SPEED, 
DESCENDING TO BELOW 1000 FEET ABOVE MEAN 



SEA LEVEL AND FLOWN A COURSE TO IMPACT 
THE TWIN TOWERS AT HIGH SPEED FOR THESE 
REASONS: 

AS SOON AS THE ALLEGED HIJACKERS SAT IN 
THE PILOTS SEAT OF THE BOEING 767 THEY 
WOULD BE LOOKING AT AN EFIS (ELECTRONIC 
FLIGHT INSTRUMENTATION SYSTEM) DISPLAY 
PANEL COMPRISED OF SIX LARGE MULTI-MODE 
LCD'S INTERSPERSED WITH CLUSTERS OF 
'HARD' INSTRUMENTS. THESE DISPLAY PROCESS 
THE RAW AIRCRAFT SYSTEM AND FLIGHT DATA 
INTO AN INTERGRATED PICTURE OF THE 
AIRCRAFT SITUATION, POSITION AND 
PROGRESS, NOT ONLY IN THE HORIZONTAL AND 
VERTICAL DIMENSIONS, BUT ALSO WITH REGARD 
TO TIME AND SPEED AS WELL. 

HAD THEY MURDERED THE PILOT WITH A BOX 
KNIFE AS ALLEGED THERE WOULD BE BLOOD ALL 
OVER THE SEAT, THE CONTROLS, THE CENTER 
PEDESTAL, THE INSTRUMENT PANEL AND FLOOR 
OF THE COCKPIT. THE HIJACKER WOULD HAVE 
HAD TO REMOVE THE DEAD PILOT FROM HIS 
SEAT WHICH MEANS HE WOULD HAVE HAD 
ELECTRICALLY OR MANUALLY PLACE THE SEAT 
IN ITS REARMOST POSITION AND THEN LIFTED 
THE MURDERED PILOT FROM HIS SEAT, FURTHER 
DISTRIBUTING BLOOD, MAKING THE CONTROLS 



INCLUDING THE THROTTLES WET, STICKY AND 
DIFFICULT TO HOLD ONTO. 

EVEN ON A CLEAR DAY A NOVICE PILOT WOULD 
BE WHOLLY INCAPABLE OF TAKING CONTROL AND 
TURNING A BOEING 767 TOWARDS NEW YORK 
BECAUSE OF HIS TOTAL LACK OF EXPERIENCE 
AND SITUATIONAL AWARENESS UNDER THESE 
CONDITIONS. THE ALLEGED HIJACKERS WERE 
NOT 'INSTRUMENT RATED" AND CONTROLLED 
HIGH-ALTITUDE FLIGHT REQUIRES EXPERIENCE 
IN CONSTANTLY REFERRING TO AND CROSS¬ 
CHECKING ATTITUDE, ALTITUDE AND SPEED 
INSTRUMENTS. USING THE DISTANT HORIZON TO 
FLY 'VISUALLY" UNDER CONTROLLED 
CONDITIONS IS VIRTUALLY IMPOSSIBLE 
PARTICULARLY AT THE CRUISING SPEED OF THE 
BOEING 767 OF .80MACH. 

THE ALLEGED 'CONTROLLED" DECENT INTO NEW 
YORK ON A RELATIVELY STRAIGHT COURSE BY A 
NOVICE PILOT IS UNLIKELY IN THE EXTREME 
BECAUSE OF THE DIFFICULTY OF CONTROLLING 
HEADING, DESCENT RATE AND DECENT SPEED 
WITHIN THE PARAMETERS OF 'CONTROLLED" 
FLIGHT. 



IT TAKES A HIGHLY SKILLED PILOT TO 
INTERPRET THE "EFIS" (ELECTRONIC FLIGHT 
INSTRUMENT DISPLAY) DISPLAY, WITH WHICH 
NONE OF THE HIJACKER PILOTS WOULD HAVE 
BEEN FAMILIAR OR RECEIVED TRAINING ON, 

AND USE HIS CONTROLS, INCLUDING THE 
AILERONS, RUDDER, ELEVATORS, SPOILERS AND 
THROTTLES TO EFFECT, CONTROL AND MAINTAIN 
A DESCENT. THE BOEING 767 DOES NO FLY 
ITSELF NOR DOES IT AUTOMATICALLY CORRECT 
AND MISUSE OF THE CONTROLS. 

B: AS SOON AS THE SPEED OF THE AIRCRAFT 
WENT ABOVE 360 KNOTS (=414MPH) INDICATED 
AIRSPEED A "CLACKER" WOULD HAVE SOUNDED 
IN THE COCKPIT. THE SLACKER* IS A LOUD 
CLACKING SOUND, DESIGNED TO BE 
IRRITATING, TO INSTANTLY GET THE 
ATTENTION OF THE PILOT THAT HE IS 
EXCEEDING THE FAA-AUTHORIZED SPEED OF THE 
AIRCRAFT. THE CLACKER HAD NO CIRCUIT 
BREAKER ON SEPTEMBER 11™ 2001 ALTHOUGH IT 
DOES NOW SIMPLY BECAUSE ONE OR MORE 
ACCIDENTS WERE CAUSED, IN PART, BY THE 
INABILITY TO SILENCE THE CLACKER WHICH 
MADE DECISION, TEMPERED WITH REASONING, 
IMPOSSIBLE BECAUSE OF THE NOISE AND 
DISTRACTION. 



C: ASSUMING, HOWEVER, THAT THE ALLEGED 
HIJACKER WAS ABLE TO NAVIGATE INTO A 
POSITION TO APPROACH THE WTC TOWER AT A 
SPEED APPROXIMATELY 790 FEET PER SECOND 
THE ALLEGED HIJACKER WOULD HAVE ABOUT 67 
SECONDS TO NAVIGATE THE LAST 10 MILES. 
DURING THE LAST 67 SECONDS THE PILOT 
WOULD HAVE TO LINE UP PERFECTLY WITH A 
208 FEET WIDE TARGET (THE TOWER) AND STAY 
LINED UP WITH THE CLACKER CLACKING PLUS 
THE TREMENDOUS AIR NOISE AGAINST THE 
WINDSHIELD AND THE BUCKING BRONCO-LIKE 
AIRPLANE, EXCEEDING THE BOEING 767 
MAXIMUM STABILITY LIMITS AND ENCOUNTERING 
EARLY MORNING TURBULENCE CAUSED BY RISING 
IRREGULAR CURRENTS OF AIR. 

HE WOULD ALSO HAVE TO CONTROL HIS 
ALTITUDE WITH A HIGH DEGREE OF PRECISION 
AND AT THE ALLEGED SPEEDS WOULD BE 
EXTREMELY DIFFICULT. 

IN ADDITION TO THIS THE CONTROL, ALTHOUGH 
HYDRAULICALLY BOOSTED, WOULD BE VERY 
STIFF. JUST THE SLIGHTEST CONTROL 
MOVEMENTS WOULD HAVE SENT THE AIRPLANE UP 
OR DOWN AT THOUSANDS OF FEET A MINUTE. TO 
PROPOSE THAT AN ALLEGED HIJACKER WITH 
LIMITED EXPERIENCE COULD GET A BOEING 767 
LINED UP WITH A 208 FEET TARGET (THE 



TOWER) AND KEEP IT LINED UP AND HOLD HIS 
ALTITUDE AT EXACTLY 800 FEET WHILE BEING 
AURALLY BOMBARDED WITH THE CLACKER IS 
BEYOND THE REALM OF POSSIBILTY. [NIST 
CLAIMS A DESCENT FROM HORIZONTAL ANGLE OF 
10.6 DEGREES FOR AA11 AT IMPACT AND 6 
DEGREES FOR UA175; SEE PAGE 276 OF 462 IN 
NCSTAR 1-2] 

THAT AN ALLEGED HIJACKER COULD OVERCOME 
ALL OF THESE DIFFICULTIES AND HIT A 208- 
FOOT-WIDE BUILDING DEAD CENTRE AT THE 
NORTH TOWER AND 23 FEET EAST OF DEAD 
CENTRE AT THE SOUTH TOWER IS SIMPLY NOT 
POSSIBLE. AT THE PEAK OF MY PROFICENCY AS 
A PILOT I KNOW THAT I COULD NOT HAVE DONE 
IT ON THE FIRST PASS, AND FOR TWO ALLEGED 
HIJAKCERS, WITH LIMITED EXPERIENCE TO 
HAVE HIT THE TWIN TOERS DEAD CENTRE ON 
SEPTEMBER 11™ 2001 IS TOTAL FICTION. IT 
COULD NOT HAPPEN. 

PART 4: 


10. NO BOEING 767 AIRLINER(S) EXCEEDED 500MPH 
IN LEVEL FLIGHT AT APPROXIMATELY 1000 
FEET ON 911 AS FRAUDULENTLY ALLEGED BY 
THE GOVERNMENT, MEDIA, NIST AND ITS 
CONTRACTORS BECAUSE THEY ARE INCAPABLE OF 
SUCH SPEEDS AT LOW ALTITUDES. 



11. ONE OF THE CRITICAL ISSUES OF THE 
'IMPOSSIBLE" SPEEDS OF THE AIRCRAFT 
HITTING THE WORLD TRADE CENTRE TOWERS 
ALLEGED BY NIST AS 443 MPH (385 KNOTS. 
M.6, AMERICAN AIRLINES FLIGHT 11) AND 
542MPH (470 KNOTS. M.75, UNITED AIRLINES 
175) IS THAT THE 'VD" OR DIVE VELOCITY OF 
THE BOEING 767 AS CERTIFIED BY THE 
FEDERAL AVIATION UNDER 14 CFR PART 25 
AIRWORTHINESS STANDARDS; TRANSCRIPT 
CATEGORY TRANSPORTS OF 420 KNOTS CAS 
(CALIBRATED AIR SPEED) MAKES THESE SPEEDS 
ACHIEVABLE. THIS IS UNLIKELY. 

12. THE 'DIVE VELOCITY" VD IS 420 KNOTS CAS 
(CALIBRATED AIRSPEED) (483MPH). SOME 
ALLEGE THAT THIS SPEED, 420 KNOTS 
(483MPH) IS NEAR ENOUGH TO THE NIST 
ALLEGED SPEEDS THAT THE NIST SPEEDS 443 
(385 KNOTS) MPH AND 542 MPH (471 KNOTS), 
COULD HAVE BEEN FLOWN BY THE ALLEGED 
HIJACKERS AND ARE PROBABLY CORRECT. 

13. IN FACT, 'VD" OF 420 KNOTS (483 MPH) IS A 
SPEED THAT IS A MAXIMUM OF CERTIFICATION 
UNDER 14 CFR PART 25.253 HIGH SPEED 
CHARACTERISTICS AND HAS NOT ONLY NOT 
NECESSARILY BEEN ACHIEVED BUT IS FAR 
ABOVE VFC (390 KNOTS. 450MPH) WHICH IS 
THE MAXIMUM SPEED AT WHICH STABILITY 



CHARATERISTICS MUST BE DEMONSTRATED. (CFR 
25.253 (B) 

14. WHAT THIS MEANS IS NOT ONLY WAS VD NOT 
NECESSARILY ACHIEVED BUT EVEN IF IT WAS, 
IT WAS ACHIEVED IN A DIVE DEMONSTRATING 
CONTROLLABILITY CONSIDERABLY ABOVE VFC 
WHICH IS THE MAXIMUM SPEED UNDER WHICH 
STABILITY CHARACTERISTICS MUST BE 
DEMONSTRATED. FURTHER, THAT AS THE 
ALLEGED SPEED IS CONSIDERABLY ABOVE VFC 
FOR WHICH STABILITY CHARACTERISTICS MUST 
BE MET, A HIJACKER WHO IS NOT AN 
EXPERIENCED TEST PILOT WOULD HAVE 
CONSIDERABLE DIFFICULTY IN CONTROLLING 
THE AIRPLANE, SIMILAR TO FLYING A BUCKING 
BRONCO, MUCH LESS HITTING A 208 FOOT 
TARGET DEAD CENTRE, AT 800 FEET ALTITUDE 
(ABOVE MEAN SEA LEVEL) AT THE ALLEGED 
SPEED. 

15. NOW TO DETERMINE WHETHER OR NOT A BOEING 
757 OF BOEING 767 COULD EVEN ATTAIN 540 
MILES PER HOUR AT 800 FEET WE HAVE TO 
FIRST CONSIDER WHAT THE DRAG VERSUS THE 
POWER RATIO IS. 



DRAG IS THE AFFECT OF THE AIR PUSHING 
AGAINST THE FRONTAL AREAS OF THE FUSELAGE 
AND WING AND HORIZONTAL AND VERTICAL 
STABILIZERS. DRAG ALSO INCLUDES THE 
FRICTION THAT IS A RESULT OF THE AIR 
FLOWING OVER THESE SURFACES. IF THERE WAS 
NO DRAG YOU COULD GO VERY FAST. BUT WE DO 
HAVE DRAG AND THERE ARE 2 TYPES: 

INDUCED 

PARASITE 

ASSUME WE ARE GOING REALLY FAST AS NIST 
AND THE DEFENDANTS CLAIM, THEN WE DON'T 
HAVE TO CONSIDER INDUCED DRAG BECAUSE 
INDUCED DRAG IS CAUSED BY LIFT AND VARIES 
INVERSELY AS THE SQAURE OF THE AIRSPEED. 
WHAT THIS MEANS IS THE FASTER YOU GO THE 
LOWER THE INDUCED DRAG. 

WHAT WE DO HAVE TO CONSIDER IS PARASITE 
DRAG. PARASITE DRAG IS ANY DRAG PRODUCED 
THAT IS NOT INDUCED DRAG. PARASITE DRAG 
IS TECHNICALLY CALLED f FORM AND FRICTION' 
DRAG. IT INCLUDES THE AIR PUSHING AGAINST 
THE ENTIRE AIRPLANE INCLUDING THE 
ENGINES, AS THE ENGINES TRY TO PUSH THE 
ENTIRE AIRPLANE THROUGH THE AIR. 



16. WE HAVE TWO OTHER THINGS TO CONSIDER: 

• INDUCED POWER 

• PARASITE POWER 

INDUCED POWER VARIES INVERSELY WITH 
VELOCITY SO WE DON'T HAVE TO CONSIDER 
THAT BECAUSE WE ARE ALREADY GOING FAST BY 
ASSUMPTION AND IT VARIES INVERSELY. 

PARASITE POWER HOWEVER VARIES AS THE CUBE 
OF THE VELOCITY WHICH MEANS TO DOUBLE THE 
SPEED YOU HAVE TO CUBE OR HAVE THREE 
TIMES THE POWER. 

17. SO, TAKING THESE FOUR FACTORS INTO 
CONSIDERATION WE ARE ONL CONCERNED WITH 
TWO: PARASITE POWER AND PARASITE DRAG, 

AND IF ALL OTHER FACTORS ARE CONSTANT, 

AND YOU ARE LEVEL AT 800 FEET AND MAKING 
NO TURNS, THE PARASITE DRAG VARIES WITH 
THE SQAURE OF THE VELOCITY BUT PARASITE 
POWER VARIES AS THE CUBE OF THE VELOCITY. 

WHAT THIS MEANS IS AT DOUBLE SPEED, DRAG 
DOUBLES AND THE POWER REQUIRED TO 
MAINTAIN SUCH SPEED, TRIPLES. 



THE AIRPSEED LIMITATION FOR THE BOEING 
767 BELOW APPROXIMATELY 23,000 FEET IS 
360 KNOTS [414 MPH] OR WHAT THEY CALL VMO 
(VELOCITY MAXIMUM OPERATING). 

THAT MEANS THAT THE MAXIMUM PERMISSIBLE 
SPEED OF THE BOEING 767 BELOW 23,000 FEET 
IS 360 [414 MPH] KNOTS AND IT IS SAFE TO 
OPERATE THE AIRPLANE AT THAT SPEED BUT 
NOT FASTER. 

18. WHILE THE BOEING 767 CAN FLY FASTER AND 
HAS BEEN FLOWN FASTER DURING TEST IT IS 
ONLY DONE SO WITHIN CAREFULLY PLANNED 
FLIGHT TEST PROGRAMS. WE CAN SAFELY INFER 
THAT MOST COMMERICAL 767 PILOTS HAVE 
NEVER EXCEEDED 360 KNOTS [414 MPH] 
INDICATED AIR SPEED BELOW 23,000 FEET. 

19. THE ALLEGED NIST SPEED OF 443 MPH (385 
KNOTS), FOR AMERICAN AIRLINES FLIGHT 11 
WOULD BE TECHNICALLY ACHIEVABLE. HOWEVER, 
THE NIST SPEED OF 542 MPH (470 KNOTS) FOR 
UNITED AIRLINES FLIGHT 175 WHICH IS 50 
KNOTS ABOVE VD (DIVE VELOCITY) IS NOT 
COMMENSURATE WITH AND/OR POSSIBLE 
CONSIDERING. 



(1) THE POWER AVAILABLE. * ** 


(2) PARASITE DRAG (NAVAIR 00-80T-80 
AERODYNAMICS FOR NAVAL AVIATORS). 

(3) PARASITE POWER (NAVAIR 00-80T-80 
AERODYNAMICS FOR NAVAL AVIATORS). 

(4) THE CONTROLLABILTY BY A PILOT WITH 
LIMITED EXPERIENCE. 14CFR PART 25.253 
(A)(B) 


HTTP: / /WWW. NTSB. GOV/NTSB/GENPDF ■ ASP ? ID=DCA0 

1MA063&RPT = FA 


http://www.content.airbusworld.com/sites/ce 

RTIFICATCDS/PW/PW4Q0Q FAA.PDF 


20. THEREFORE, THE SPEED OF THE AIRCRAFT, 

THAT HIT THE WORLD TRADE CENTRE, AS 
REPRESENTED BY NIST, PARTICULARLY THAT OF 
UNITED AIRLINES FLIGHT 175 IS FRAUDULENT 
AND COULD NOT HAVE OCCURRED. 






21. ONE MORE CONSIDERATION IS THE 

IMPOSSIBILTY OF THE PW4062 TURBOFAN 
ENGINES TO OPERATE IN DENSE AIR AT SEA 
LEVEL ALTITUDE AT HIGH SPEED. 

THE BOEING 767 WAS DESINGED TO FLY AT 
HIGH ALTITUDES AT A MAXIMUM MACH OF .86 
OR 86/100THS THE SPEED OF SOUND. THIS 
MAXIMUM SPEED IS CALLED MMO (MAXIMUM MACH 
OPERATING). 

ITS NORMAL CRUISE SPEED, HOWEVER, IS MACH 
.80 (ABOUT 530 MPH) OR LESS, FOR BETTER 
FUEL ECONOMY. (THE SPEED OF SOUND AT 
35,000 FEET IS 663 MPH SO 530 MPH IS MACH 
.7998 SEE HTTP://WWW.GRC.NASA.GOV/WWW/K- 
12/AIRLANE/SOUND.HTML .) 

THE FAN TIP DIAMETER OF THE PW4062 WHICH 
POWERED UAL 175 WAS 94 INCHES, OVER 7 
FEET IN DIAMETER MAKING IT, ESSENTIALLY A 
HUGE PROPELLIER. 

THIS HUGE FAN COMPRESSES ENORMOUS AMOUNT 
OF AIR DURING TAKEOFF TO PRODUCE THE 
THRUST NECESSARY TO GET THE AIRPLANE OF 
THE GROUND AND INTO THE AIR. 




BUT AT LOW ALTITUDES, IN MUCH DENSER AIR, 
SUCH AS 1000 FEET (THE HEIGHT OF THE 
PLANES ON 911) WHERE THE AIR IS OVER 3X 
AS DENSE AS AT 35,000 FEET, GOING MUCH 
FASTER THAN VMO (VELOCITY MAXIMUM 
OPERATING) OR 360 KNOTS [414 MPH], THE 
AIR IS GOING TO START DAMMING UP IN THE 
ENGINE SIMPLY BECAUSE A TURBOFAN ENGINE 
IS NOT DESIGNED TO TAKE THE ENORMOUS 
QUANTITIES OF DENSE AIR AT HIGH SPEED, 

LOW ALTITUDE FLIGHT. 

BECAUSE OF THE MUCH DENSER AIR THE FAN 
BLADES WILL BE DAMMED WITH SO MUCH AIR 
THEY WILL START CAVITATING OR CHOKING 
CAUSING THE ENGINES TO START SPITTING AIR 
BACK OUT THE FRONT. THE TURBOFAN TIP 
DIAMETER IS OVER 7 FEET; IT SIMPLY CANNOT 
ACCEPT THAT MUCH DENSE AIR, AT THAT RATE, 
BECAUSE THEY AREN'T DESIGNED TO. 

SO ACHIEVING AN AIRSPEED MUCH OVER ITS 
VMO WHICH IS 360 KNOTS ISNT GOING TO BE 
POSSIBLE COUPLED WITH THE FACT THAT 
BECAUSE THE PARASITE DRAG INCREASES AS 
THE SQAURE OF THE SPEED AND THE POWER 
REQUIRED INCREASES AS THE CUBE OF THE 
SPEED YOU ARE NOT GOING TO BE ABLE TO GET 
THE SPEED WITH THE THRUST (POWER) 
AVAILABLE. 



IT CAN BE ARGUED THAT MODERN AERODYNAMIC 
PRINCIPLES HOLD THAT IF AN AIRCRAFT CAN 
FLY AT 35,000 FEET ALTITUDE AT 540 MPH 
(MACH 0.8). AND FOR A GIVEN SPEED, BOTH 
ENGINE THRUST AND AIRFRAME DRAG VARY 
APPROXIMATELY IN PROPORTION TO AIR 
DENSITY (ALTITUDE), THAT THE ENGINE CAN 
PRODUCE ENOUGH THRUST TO FLY 540 MPH AT 
800 FEET ALTITUDE. 

THAT ARGUMENT FAILS BECAUSE ALTHOUGH THE 
ENGINE MIGHT BE THEORETICALLY CAPABLE OF 
PRODUCING THAT AMOUNT OF THRUST, THE REAL 
QUESTION IS CAN THAT AMOUNT OF THRUST BE 
EXTRACTED FROM IT AT 540 MPH AT 800 FEET. 

22. TO PROPOSE THAT A BOEING 767 AIRLINER 
EXCEEDED ITS DESIGNED LIMIT SPEED OF 360 
KNOTS [414 MPH] BY 127 MPH TO FLY THROUGH 
THE AIR AT 540 MPH IS SIMPLY NOT 
POSSIBLE. IT IS NOT POSSIBLE BECAUSE OF 
THE THRUST REQUIRED AND ITS NOT POSSIBLE 
BECAUSE OF THE ENGINE FAN DESIGN WHICH 
PRECLUDES ACCEPTING THE AMOUNT OF DENSE 
AIR BEING FORCED INTO IT. 



23. I AM INFORMED THAT THE LAWSUIT FOR WHICH 
THIS AFFIDAVIT IS INTENDED IS IN ITS 
PRELIMINARY, PRE-DISCOVERY PHASE. I AM 
FURTHER INFORMED THAT ACUTAL EYEWITNESS 
STATEMENTS CAST CONSIDERABLE DOUBT ON THE 
JETLINER CRASH CLAIMS, IRRESPECTIVE OF 
THE MEDIA-DRIVEN IMPRESSION THAT THERE 
WERE LOTS OF WITNESSES. IN FACT, THE 
WITNESSES TEND, ON BALANCE, TO CONFIRM 
THERE WERE NO JETLINER CRASHES. I AM ALSO 
INFORMED THAT INFORMATION THAT WILL 
ENABLE FURTHER REFINEMENT OF THE ISSUES 
ADDRRESSED IN THIS AFFIDAVIT WILL BE 
FORTHCOMING IN DISCOVERY INCLUDING, 
WITHOUT LIMITATION, THE OPPORTUNITY TO 
TAKE DEPOSITIONS AND TO REQUEST RELVANT 
DOCUMENTATION (ADDITIONAL INFORMATION). 

WHEN THAT ADDITIONAL INFORMATION IS 
OBTAINED, I WILL THEN BE IN A POSITION TO 
OFFER SUCH OTHER AND FURTHER OPINIONS AS, 
UPON ANALYSIS, THAT ADDITIONAL 
INFORMATION WILL MANDATE. 



24. AT THIS STAGE, IT CANNOT PROPERLY BE 
ASSUMED, MUCH LESS ASSERTED AS FACTUAL, 
THAT WIDE-BODY JETLINERS CRASHED INTO THE 
THEN TIWN TOWERS OF THE WTC. ANY 
DECLARATION THAT SUCH EVENTS OCCURRED 
MUST BE DEEMED FALSE AND FRAUDULENTLY 
ASSERTED, VIDEO IMAGES NOT WITHSTANDING. 


NOTES: 

1. ON ANY CHART PLOTTING VELOCITY VERSUS 
EITHER DRAG OR THRUST REQUIRED OR POWER 
REQUIRED THE PARASITE VALUE RISES 
SHARPLY AFTER 300 KNOTS. 

2. ON ANY CHART PLOTTING VELOCITY VERSUS 
THRUST OR POWER REQUIRED THE CURVES 
RISES SHARPLY AFTER 250 KNOTS. 


3. ON ANY CHART PLOTTING VELOCITY VERSUS 
THRUST REQUIRED AT SEA LEVEL, THE CURVE 
RISES DRAMATICALLY ABOVE 200 KNOTS AS 
DOES THE CURVE FOR POWER REQUIRED. 

I SWEAR THE ABOVE STATEMENTS TO BE TRUE 
TO THE BEST OF MY KNOWLEDGE. 


JOHN OLSEN LEAR 



THANKYOU UOHN LEAR. 
THAT TESTIMONY WAS SUPERB. 


WHAT DO YOU THINK? 






FACT 4 

EACH PLANE PART HAS A UNIQUE SERIAL ID NUMBER. 

NONE OF THE ALLEGED PLANE PARTS FOUND IN THE DEBRIS 
HAVE EVER BEEN PROVEN TO BE FROM ANY OF THE HIJACKED 

AIRLINERS. 

17 YEARS ON THE GOVERNMENT HAS KEPT THE ID NUMBERS 

SECRET. 


THE PLANE PARTS UNIQUE ID NUMBERS WOULD TELL 
US 100% IF THE PLANE PARTS WERE FROM ANY OF 
THE ALLEGED HIJACKED AIRLINERS. 

ON 911 PHOTOGRAPHERS WERE STOPPED FROM TAKING 
PHOTOS OF THE PLANE PARTS ID NUMBERS. 

17 YEARS ON AND THE GOVERNMENT HAS NOT 
PROVIDED 1 SHRED OF EVIDENCE THAT ANY OF THE 
ALLEGED PLANE PARTS FOUND IN THE DEBRIS WERE 
FROM ANY OF THE HIJACKED PLANES. 

WHY WOULD THE GOVERNMENT STOP PEOPLE FROM 
TAKING THESE PHOTOS? 

WHY DO THEY STILL NOT KNOW WHAT AIRCRAFT THE 
PLANE PARTS CAME FROM? 

ACCORDING TO THE OFFICAL NARRATIVE THERE WERE 
4 SEPARATE DEBRIS RECKAGE SITES: 1 ENGINE, A 
PIECE OF FUSELAGE AND 2 SEPARATE LOCATIONS OF 
LANDING GEAR WERE ALLEGEDLY FOUND. 















ALL CRITICAL AIRCRAFT PARTS HAVE THEIR OWN, 
UNIQUE SERIAL NUMBER. 

EACH NUMBER IS TRACKED FROM MANUFACTURE TO 
SCRAP YARD BY INTERNATIONAL LAWS GOVERNING 
EVERY AVIATION ENGINEERING COMPANY. MOST 
CRITICAL PARTS ARE VIRTUALLY INDESTRUCTABLE. 

AS OF 2018 THE US GOVERNMENT HAVE FAILED TO 
PRODUCE CERTIFIED NUMBERED PARTS THAT WOULD 
POSITIVELY IDENTIFY ANY ONE OF THE FOLLOWING 
FOUR ALLEGEDLY HIJACKED AIRCRAFT: 


UNITED AIRLINES FLIGHT 175 


AMERICAN AIRLINES FLIGHT 11 


AMERICAN AIRLINES FLIGHT 77 


UNITED AIRLINES FLIGHT 93 




A BOEING 767j REGISTRATION NUMBER N612UA, 
CARRYING 65 SOULS. REPORTEDLY FLEW INTO THE 
SOUTH TOWER OF THE WORLD TRADE CENTRE. 
REPORTERS WERE LATER SHOWN A DET ENGINE IN 
THE DEBRIS; BUT REFUSED PERMISSION TO 
PHOTOGRAPH THAT ENGINES INTERNATIONALLY 
RECOGNIZABLE ID NUMBERS. 









A BOEING 767, REGISTRATION NUMBER N334AA, 
CARRYING 92 SOULS. REPORTEDLY FLEW INTO THE 
NORTH TOWER OF THE WORLD CENTRE. THE BUSH 
GANG HAD NO PROBLEM FINDING THE PASSPORT OF 
AN ALLEGED HIJACKER IN THE RUBBLE BUT NO 
POSITIVE ID FOR THE ONE-HUNDRED-TON 767. 






AMERICAN AIRLINES 
FLIGHT 77 


A BOEING 757j REGISTRATION NUMBER N644AA, 
CARRYING 64 SOULS. REPORTEDLY FLEW INTO THE 
PENTAGON. EMERGENCY SERVICES ATTENDED 
ALMOST IMMEDIATELY. IN THIS CASE IT WOULD 
HAVE BEEN EASY TO USE UNIQUELY NUMBERED 
PARTS TO POSITIVELY IDENTIFY THE 757 WITHIN 
HOURS. HAD THERE BEEN A 757 THERE. 




UNITED AIRLINES 
FLIGHT 93 


A BOEING 757, REGISTRATION NUMBER N591UA, 
CARRYING 45 SOULS. REPORTEDLY VANISHED IN A 
PENNSYLVANIAN FIELD. NO PLANE PARTS 

IDENTIFIED. 





FACT 4 

BRAVE PILOTS SPEAK OUT 



RETIRED USAF COLONEL GEORGE NELSON 

“AS A SENIOR AIR CRASH INVESTIGATOR FOR OVER 20 
YEARS. I HAVE NEVER HEARD OF A LAND ACCIDENT IaIHERE 
INVESTIGATORS FAILED TO IDENTIFY THE AIRCRAFT. IT 
IaIOULD BE IMPOSSIBLE FOR A CRASH TO DESTROY OR 
OBLITERATE ALL THE AIRCRAFTS CRITICAL PARTS OR 
THEIR UNIQUE SERIAL NUMBERS. I REPEATj IMPOSSIBLE 









"The government story they handed us 
about 9/11 is total BS plain and simple, 
’there was absolutely no possibility that 
Flight 77 could have ’descended 7,000 
feet in two minutes, all the while 
performing a steep 280 degree 
banked turn before crashing into 
the Pentagon's first floor wall 
without touching the lawn.' 

~ Capt. Russ Wittenberg, u.s. Air Force 
Retired commercial pilot. Flew for Pan Am and 
United Airlines for 35 years. 


I’m not a conspiracy theorist. 
J’m an Air Force pilot. 

And based on my experience, 
7 the story we’ve been told 
1 about 9/11 doesn’t add up. 


I’m Lieutenant Colonel Daviddlpp (Re 
I served as Chief of Master Air Alick Planr 


T 

David dlpp (Ret 



lB30-year Air Force veteran 


u 


Building7 

■rorg 







“I saw a missile hitting the Pentagon, 

not a plane. All of the sensors were turned off that 
day, one apparently did not turn off and it shows 
this object hits the Pentagon and it did not 
look like an airplane." 

"At each floor successive 
puffs of smoke are seen 
(squibs) all the way 
down, those puffs of 
smoke are due to 
controlled 
demolitions. 

The collapse of 
the twin towers 
were caused by 
a controlled 

demolition.” * 

Major General 

Albert Stubblebine 


UGHTPBOJECT.COM 



CONCLUSION: 

THE FIRST ALLEGED IMPACT WAS THE NORTH TOWER. 
THERE IS ONLY 1 EXISTING TAPE OF THAT IMPACT. 



WTC1 North Tower Plane Impact on v 
9/11 - Naudet 

911 veritas 1,914,752 views 
1^ 3.4K 174 


+ A ^ 



THESE PEOPLE DUST SO HAPPENED TO BE IN THE 
RIGHT PLACE AT THE RIGHT TIME WITH A VIDEO 
CAMERA. 

WE ARE TOLD THEY WORK FOR THE FDNY AND WERE 
PEFORMING GAS SAFTEY CHECKS IN NYC AND 
DOCUMENTING THEIR WORK. 

ALTHOUGH THAT MAY BE TRUE SOME PEOPLE BELIEVE 
THESE ARE CRISIS/PAID ACTORS. (ACTORS THAT 
ARE EMPLOYED BY ORGINISATIONS TO LITERALLY 
ACT IN A CRISIS, I WILL DISCUSS THIS LATER) 

THE CAMERAMAN LOOKS AT THE TWIN TOWERS BEFORE 
THERE IS ANY INDICATION OF A PLANE. 

THEN THE MAN IN THE WHITE SHIRT LOOKS IN THE 
DIRECTION OF THE TWIN TOWERS, PAUSES FOR 2-3 
SECONDS, LOOKS AWAY, THEN LOOKS BACK AT THE 
TOWERS ONCE THE EXPLOSION OCCURS. 

ALMOST ASIF HE KNEW WHAT WAS GOING TO HAPPEN. 

YOU WILL HAVE TO WATCH THE VIDEO YOURSELF AND 
COME TO YOUR OWN CONCLUSIONS BUT THIS IS THE 
ONLY VIDEO WE HAVE OF THE IMPACT OF THE NORTH 
TOWER. 

IN THE VIDEO YOU CAN HEAR WHAT SOUNDS LIKE A 
PLANE. THAT DOES NOT MEAN IT WAS A PLANE IT 
DUST SOUNDS LIKE A PLANE. 

ITS VERY POSSIBLE IT COULD HAVE BEEN SOME 
TYPE OF MILITARY DRONE/AIRCRAFT. 




THIS PICTURE IS BY WOLFGANG STAEHLE. 

REMEMBER HIS PICTURES WERE NOT INCLUDED IN 
THE OFFICIAL 911 REPORT. 

THERE IS CLEARLY SOME TYPE OF UNIDENTIFIED 
FLYING OBJECT SEEN SECONDS BEFORE IMPACT. 

IT COULD BE A PLANE OR SOME TYPE OF MILITARY 
CRAFT BUT HONESTLY, WE CAN'T SAY FOR SURE. 

THIS PICTURE AND THAT VIDEO FOOTAGE IS THE 
ONLY EVIDENCE WE HAVE FOR THE NORTH TOWER. 










HOWEVER, THE SOUTH TOWER IS A DIFFERENT 
STORY. 

THERE ARE 4 SEPARATE VIDEO TAPES THAT DO NOT 
SHOW A PLANE STRIKING THE TOWERS. 

THE TAPES DON'T LIE. 

ALL THE TAPES THE MEDIA SHOWED US WERE JUST 
EDITED VERSIONS OF THE RAW TAPES BUT HAD 
PLANES ADDED TO THEM AND EDITED BACKGROUNDS. 

THERE ARE LOTS OF WITNESS ACCOUNTS WHO SAID 
THEY DID NOT SEE A PLANE AND ONLY SAW THE 
TOWERS EXPLODE AND SHATTER OUTWARDS. 

GO DO YOUR OWN RESEARCH LOOK AT THE RAW 
FOOTAGE THEN WATCH THE EDITED FOOTAGE AND 
COME TO YOUR OWN CONCLUSIONS. 

IF YOU'RE NOT GETTING IT ALREADY THIS IS WHY 
MILLIONS OF PEOPLE ALL OVER THE WORLD BELIEVE 
911 IS THE BIGGEST FALSE FLAG IN HISTORY. 

THEY REALLY COULDN'T DO IT WITHOUT THE MEDIA 
BECAUSE THAT'S HOW THEY MOULD AND SHAPE OUR 
MINDS AND OUR BELIEFS. 

IT IS DECEPTION OF THE HUMAN RACE ON A GLOBAL 
SCALE AND WE MUST REALLY TAKE A GOOD LOOK AT 
THE EVIDENCE AND BE HONEST WITH OURSELVES. 

THEY WERE DOING THIS BACK IN 2001. 

WHAT DO YOU THINKS CHANGED BETWEEN 2001 AND 
2018? 


PEOPLE ARE ENTITLED TO THEIR OPINION ON WHAT THEY 
BELIEVE ACTUALLY HAPPENED ON 911. 

IF THEY THINK IT WAS AN INSIDE JOB OR NOT. 

BUT THEY ARE NOT ENTILED TO THE FACTS. 

THE FACTS ARE THE FACTS. 

THERE FOR EVERYONE TO SEE WHETHER YOU LIKE THEM OR 

NOT. 

LOOK AT THE FACTS AND LOOK AT THE OFFICIAL NARRATIVE. 

YOU CAN CLEARLY SEE THE FACTS DO NOT MATCH WITH THE 

OFFICAL STORY. 

THEREFORE, WE CAN CONCLUDE WE ARE BEING DECIEVED. 

BEING DECIEVED MEANS WE ARE BEING LIED TO. 

BEING LIED TO MEANS THEY ARE NOT TELLING US THE TRUTH. 

THE REAL QUESTION IS... WHAT ARE WE GOING TO DO ABOUT 

IT? 



ARCHITECTS 

& 

ENGINEERS 

FOR 

911 

TRUTH 




* 


ARCHITECTS 
< ENGINEERS 

for 9/11 TRUTH 


AE911 Truth Experts Speak Out 

WeAreChangeCFL 476,067 views 
1^ 3.6K 213 + 
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ARCHITECTS 
& ENGINEERS 

for 9/11 TRUTH 


ARCHITECTS & ENGINEERS FOR 911 TRUTH IS AN 
AMAZING NON-PROFIT ORGINISATION. 

IT IS MADE UP OF ARCHITECTS, ENGINEERS, FIRST 
RESPONDERS, DEMOLITION EXPERTS, 

PSYCHOLOGIST'S AND VICTIMS FAMILY MEMBERS WHO 
ARE DEMANDING A NEW INVESTIGATION INTO WHAT 
REALLY HAPPENED ON 911. 

THEY PROVIDE THEIR PROFFESIONAL NON-BIAS 
OPINION ON WHY THE OFFICIAL NARRATIVE ABOUT 
911 CANNOT BE TRUE. 

RICHARD GAGE IS THE LICENSED ARCHITECT AND 
FOUNDER OF ARCHITECTS AND ENGINEERS FOR 911 
TRUTH. 

I HAVE CREATED A TRANSCRIPT OF THE 
DOCUMENTARY. 

LET'S TAKE A DEEPER LOOK AT WHY THE OFFICIAL 
STORY OF HOW THE TWIN TOWERS AND BUILDING 7 
WERE DESTROYED CANNOT BE TRUE. 












Hi I-’m Richard Gage AIA. Licensed architect of over 
20 years and member of the American institute of 
architects. 



I-’m founder of architects and engineers for 911 
truth., a non-profit organisation of well over a 
thousand technical and building professionals. 
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According to official government reports... 
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The fires weakened the structural steel framing of 
both twin towers leading to sudden, progressive, 
and total collapses. 






Unknown to most people a 3 rd steel frame high-rise, 
world trade centre 7 was also destroyed. 



Critical questions have been raised by more than 
1500 architects and engineers about the official 
explanations for the destruction of all 3 of these 
buildings, along with more than 10,000 other 
concerned individuals, these professionals 
collectively comprising more than 25,000 years of 
experience have signed our petition. 

There calling for a new investigation into the 
destruction of these 3 world trade centre high- 
rises, this call is based on evidence that reveals 
a very different destruction scenario than reported 
by government engineers. 







This includes abundant scientific forensic data and 
eye witness testimony that was omitted by the 
official reports. You J ll be seeing this evidence 
and hearing from dozens of these technical experts 
including many who among the top in their respected 
fields. 

We at AE911 truth are inspired by president Obamas 
affirmation to the American people in his inaugural 
address. 



"WE WILL RESTORE SCIENCE TO ITS 
RIGHTFUL PLACE " 

BARRACK OBAMA 










How to we accomplish this? We have done our best to 
fulfil president vision by using the scientific 
method. Examining the evidence from the world trade 
centre and developing unbias conclusions from 
unbias experts in their fields. 
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Listen to the president provide his account of the 
pervasive political abuse of science. 


"We have watched as scientific 
integrity has been undermined and 
scientific research poLitized in an 
effort to advance pre-determined 
ideological agendas ." 

BARRACK OBAMA 


As coherent sets scientific facts are brought into 
focus by the experts, the data, and the witnesses 
in this film you J ll come to a much greater 
understanding of the events on 911 and will be in a 
position to draw your own informed conclusions. 

Also, physiologist, therapist and councillors along 
with theologian David ray griffin who have a deep 
understanding of the personal issues associated 
with 911, will explain why it is so difficult for 
us to come to terms with the reality of those 
events and learn how we can help ourselves and 
others with this difficult yet vital 
responsibility. 

Of course, the ones most effected by that tragic 
day are the family members of victims lost on 911. 
Several have asked to appear in this documentary 
although our focus will be mostly technical, we are 
deeply moved and honoured to give them the 
opportunity to speak directly to you. 






Now let's he hear from the AE911 truth professional 
petition signers who will share with you what 
conclusions they came to. 

Among these experts are high rise architects and 
engineers in the fields of structural design, 
material science, chemistry, fire protection, metal 
workers, physicist, scientists, explosive experts 
and demolition technicians. Doining them will be 
fire fighters and 911 victim's family members who 
support our call for a new world trade centre 
investigation. 





“My name is Robert McCoy I J m an architect and received a 
bachelor of architecture from the university of California 
in Berkeley in 1963. I J ve been Licensed in California since 
about 1964. From about 1965 till about 1985 most of my 
experience has been in high rise multi-story steel 
buildings. 

NIST would have us believe that these were typical office 
firesj scattered office fires if you will that brought this 
building down. Since the mid 60 J s I J ve tried to follow 
fires because its something we worry a Lot about when we 
design these buildings and I s m not aware of any high rise 
building that have come down from firesj I can J t even 
remember a partial collapse in any of these buildings that 
I have watched over the years 

I don J t wanna be involved in conspiracy theoriesj there are 
Lots of themj we could speculate on that forever. What we 
really need to know... IS HOW, HOW THOSE BUILDINGS CAME 
DOWN." 





“My name is Joel Miller and I have an architecture degree from 
temple university in Philadelphia. While I was there in 
Philadelphia I worked for 2 firms on a couple of high rise 
buildings. 

The 13-story federal detention centre for Cole Cherry and 
brot. I spent about 2 years on that project. 

Then a year on a high-rise dormitory about 15 stories for MGA 
partners. 

If we are to believe that fire brought down 3 buildings on the 
same day on 911, that J s very troubling for every one of us in 
the design professions, architects, engineers, even physicist. 

I J m incredulous that this could have happened and very 
troubled by the implications of this possibility. There are 
1000s of high rise buildings in the united states and more 
being built every day in this country and abroad. 

As architects and engineers, we have a responsibility to 
protect people that are users of buildings. JJ 









The new building 7 blooms above the site of the 
original. Building 7 was a 47 story., high rise not 
hit by an airplane, yet it was the 3 rd modern steel 
framed skyscraper to collapse rapidly and 
symmetrically on 911. 

It was a football field away from the north tower 
and sustained minor damage from the falling debris. 
Building 7s precipitous collapse was blamed on 
normal office fires. 




Kamal Obeid, S.E. 
Structural Cnginoor 


cr I'm KamaL Obeid I have a master's degree in civil and 
structural engineering from the university in California and 
Berkleyj I have been for the past 30 years. 

Building 7 to me is really what gives it away because that's a 
classic case of CONTROLLED DEMOLITION." 





“My names Steven Dusterwald I J m a Licensed professional 
structural engineer with 37 years in the structural field. I 
have 25 years of experience as owner and principle of my own 
structural engineering firm here in Las Vegas. I have focused 
on nuclear power plants and Large commercial industrial 
buildings. 

I first became aware of the problems with the official account 
of the collapse when I saw a DVD online from architects and 
engineers for 911 truth. 

They pointed out various problems with the official story and 
the ones that caught my attention were the rapid failure of 
the connections in order for the building to come down in the 
rate that it did.” 









“My name is Casey Pfeiffer I am a registered professional 
structural engineer in san Diego California. I have a bachelor 
science degree in civil engineering at the university of Notre 
Dame. 

I have been practicing engineering for 15 years and currently 
I am the principle of pacific coast structural engineering in 
San Diego California. 

A friend of mine gave me blueprint for 911 truth DVD to review 
and from thatj that evidence that I saw was so compelling that 

I , IT BECAME OBVIOUS THAT THE OFFICIAL STORY WAS NOT 
CORRECT ." 






William Rice, P.E. 

Civil Engineer / Professor (Rot,) 




“I’m William Rice I worked for one the nation's largest design 
build construction firms on commercial and industrial and 
institutional projects in Boston, New York, Philadelphia and 
Baltimore areas. 

As a professor I taught engineering materials, structures lab 
and other building related courses at Vermont technical 
collage to architectural engineering students for 20 years. 

I watched building 7 fall at an accelerating rate in 6.5 
seconds. This was a massive 47 story structure. 

THE ONLY WAY THAT A BUILDING CAN ACCELERATE AS IT 
COLLAPSES IS BY HAVING PRE-ENGINEERED PRECISELY TIMED 
AND PRECISELY PLACED EXPLOSIVES, IN OTHER WORDS 
CONTROLLED DEMOLITION." 





“My name is David Topete I have a Master J s of science degree 
in civil engineering. I am a Licensed structural engineer. I 
design new structures and retrofit existing structures from 
concrete or masonry or structural steel. 

In my professional opinionj in my experience for world trade 
centre 7 to collapse straight down upon itself as the video 
indicates everything that we witnessedj the supports at the 
centre essentially all had to be taken out at once. 

I CERTAINLY BELIEVE THAT IT HAD TO BE CONTROLLED 
DEMOLITION, CONTROLLED CHARGES, EXPLOSIVESj SOMETHING 
OF THAT TYPE BECAUSE IT IaIAS A SUDDEN FAILURE." 





“I J m Dr Bob Bowman Lt Colonel United States Air Force retired. 
Flew 101 combat missions in Vietnam and directed all the Star 
Wars programs under president carter. My PFID is in aeronautics 
and nuclear engineering from Caltech. I did post-doctoral work 
at the voncarment institute in Brussels Belgium in finite 
element analysis. 

I taught at 5 universities and colleges serving as department 
head and assistant dean. 

The coup degras for me was when I found out that building 7 
had collapsed Later that day and when I saw building 7 come 
down... 

TO MEj BUILDING 7, THE FACT THAT IT LOOKS LIKE A PEFECT 
CONTROLLED DEMOLITION OF AN INTACT BUILDING WITH NO 
VISIBLE FIRES, I MEAN THAT J S Ia/HAT I CALL A SMOKING 
GUN ." 







“I J m Steve Baraschj founder of baroch architects and 
associates Inc. A 33-year-oLd architecture planning and 
engineering firm. We have offices in San Louis and California. 
I hold a bachelor of architecture degree from the university 
of Arizona and a masters of architecture in urban design from 
Rice University in Houston Texas. Spent 3 years in London as 
the first PHD student of architectural association. 

ONE OF THE THINGS THAT REALLY INTERESTED ME IS HON 
QUICKLY TONER 7 FELL. IT FELL IaIITHIN 7 SECONDS 
APPROXIMATELY FROM TOP TO BOTTOM. THIS BUILDING IaIAS 
BUILT IN THE MID-80S AND MET ALL THE KNONN CODES AT THE 
TIME. BUILDING J S JUST DON J T BEHAVE LIKE THAT.” 







RICHARD GAGE: 

“Were here in Sydney with Jan Utzon the son of the great Yorn 
Utzon who designed the great Sydney opera house. 

What are the features of the coLLapse of WTC 7 that caused you 
to be disturbed? JJ 

JAN UTZON: 

“IT LOOKED LIKE IT WAS A DEMOLITION MORE THAN ANYTHING 
ELSE.” 
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Leslie Young 

HlghRlso Aichltoct 


“My name is Lesie Young I J m a Licensed architect in both New 
York State and in California. I’ve been involved in many Large 
projects including overseeing high rise buildings between 14 
and 40 stories. Over the course of 20 years I’m mainly called 
in for very Large and difficult projects. 

WHEN I WATCHED BUILDING 7 COLLAPSE IT BASICALLY LEFT NO 
DOUBT IN MY MIND SOMETHING WAS WRONG. BUILDING 7 HAD 
NOT BEEN HIT BY A PLANE. TO ME IT WAS OBVIOUS THAT 
THERE WAS SOME TYPE OF CONTROLLED DEMOLITION/EXPLOSIONS 
INVOLVED." 





YOU CAN CLEARLY SEE THE WINDOWS HAVE BEEN 
BLOWN OUT SECONDS BEFORE THE COLLAPSE. 

THEY HAVE BEEN BLOWN OUTWARDS ON MOST FLOORS 
FROM TOP TO BOTTOM, ON FLOORS THAT WERE NOT 
AFFECTED BY FIRE. 











CLOSE UP OF BLOWN OUT WINDOWS 

















NOTICE HOW THE WINDOWS ARE INTACT IN THE RED BOX? 









AS THE BUILDING WAS COLLAPSING AT FREEFALL 
ACCELERATION, MULTIPLE WINDOWS ON THE RIGHT WERE 
BLOWN OUT ASWELL. 

THE ONLY EXPLANATION IS THEY WERE BLOWN OUT BY 
THE FORCE FROM EXPLOSIVES. 

FURTHER PROVING WTC 7 WAS BROUGHT DOWN BY 
CONTROLLED DEMOLITION. 

THE OFFICIAL EXPLANATION? FIRE. 

IT IS IMPOSSIBLE FOR FIRE TO CAUSE MULTIPLE 
WINDOWS TO EXPLODE AT EXACTLY THE SAME TIME WHEN 
THERE WAS NO FIRES ON THOSE FLOORS. 








WTC 7 Support Columns 
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THESE CORE COLUMNS ALL HAD TO FAIL SIMULTANEOUSLY 
FROM TOP TO BOTTOM FOR THE BUILDING TO COME DOWN. 

NO HIGH-RISE STEEL FRAMED BUILDING HAS EVER 
COLLAPSED FROM FIRE BEFORE OR AFTER 911. 

NO HIGH-RISE STEEL FRAMED BUILDING HAS EVER 
COLLAPSED STRAIGHT DOWN INTO ITS OWN FOOTPRINT IN 
UNDER 7 SECONDS THAT WAS NO PART OF A CONTROLLED 
DEMOLITION. 

THE ONLY WAY ALL THESE COLUMNS COULD FAIL AT THE 
SAME TIME IS IF THEY HAD CAREFULLY PLACED EXPLOSIVE 
CHARGES ATTACHED TO THEM. 







World Trade Center 7 


2 

Destruction of Evidence 



Was the structural steel from world trade centre 
preserved? Documented? Analysed? 

According to standard procedures for investigating 
engineering failures? 


NO IT WASN'T. 







"It was reaLLy clear from the beginning that there was 
this great move to as guickly as possible get rid of 
all of the rubble and move it off. 

IT WAS BEING MELTED DOWNj it was being cut up 
INTO PIECES SO THAT NO REAL THOROUGH 
INVESTIGATION COULD HAPPEN. THAT IN ITS SELF IS A 
CRIME AND THAT KIND OF THING NEEDS TO BE 
INVESTIGATED ." 
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Erik Lawyer 
Flrofightor 


“BECAUSE IaIHAT THEY DID IMMEDIATELY AFTER 911 IaIAS 
THEY STARTED REMOVING THE STEEL AND DEBRIS AND 
ALL THE TONERS. IMMEDIATELY. THEY SENT IT OFF TO 
CHINA TO BE RECYCLED." 









"400 TRUCK LOADS PER DAY IaIERE TAKEN AH AY FROM THE 
HTC SITE AND SENT TO CHINA FOR RECYCLING ." 
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www.china.ora.c«| 


Baostool Will Rocyclo World Trodo Confer Dobris 

l 

A shipment of scrap steel from New York's collapsed World Trade Center will 
arnve in Shanghai tomorrow, according to media reports The steel was 
bought by Shanghai Baosteel Group Corp and several other domestic mills, 
which are always eager to buy scrap metal 

Baosteel Group, the nation’s largest steel firm, has purchased 50,000 tons of 
the scrap steel from "Ground Zero," the ruins of the September 11 terrorist 
attack, at no more than US$120 each ton, according to yesterday's Beijing 
Youth Dally 


Building-fire Expert and Editor-in-chief 
of 125 year old 'Tire Engineering Magazine" 
Demands Stop to "Destruction of Evidence" 
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f • il it if tlir% to 1 1 * 4 « Ilf 9 111 .IHll Mllll fot M f *l|» Crucial 
evidence that could answer many 
questions... Is on the slow boat to 

China, priltapt nrvri In l>r *rrn .«H.«iti In Amnilc a until you 
liny y«ti|r nrxt i af 

"Such ri»*tructlon of «virl«nrai ihowi the 

astounding ignorance of 
government officials to the value of 
a thorough, scientific investigation.. 
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"The destruction and removal of 
evidence must stop immediately". 
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m Edward Munyak, P.E. 

Tiro Protection rnglnoor 

W 9 


“ALL OF A SUDDENj THEY HAD A BIG INCENTIVE TO BE 
RECYLCING STEEL FOR SOME REASON. THE STEEL IaIAS 
HAULED AWAY AND MELTED DOWN BEFORE IT COULD BE 
ANALYSED. 

It was contrary to the way aii investigations are done. 
If an airplane crashes they seal of the entire area no 
body touches anything... they move it to a secure 
Location and they reconstruct the aircraft." 




















Ronald Brookman, S.E. 
Structural f nginoor 




"QUICKLY AND RAPIDLY THEY WERE DESTROYING THE 
STRUCTURAL STEEL. IT WAS ALREADY BEING CARTED 
AWAY AND DESTROYED WHEN THE FEMA INVESTIGATORS 
GOT THERE ABOUT A MONTH AFTER SEPTEMBER 11™. 

THE STEEL WAS PICKED UP AND CARTED AWAY BEFORE 
ANYONE GOT A GOOD LOOK AT IT AND THE DESTRUCTION 
OF EVIDENCE WAS A CRIMINAL ACT IN ITS SELF. IT 
WOULD HAVE ANSWERED A LOT OF QUESTIONS THAT WE 
CAN'T ANSWER BECAUSE WE DON'T HAVE THE STRUCTURAL 
STEEL TO EXAMINE." 









Roland Angle, P.E. 

Civil tnginoof 


"THERE WERE LAWS VIOLATED IN THE DESTRUCTION OF 
THAT EVIDENCE AND FOR THE AMERICAN SOCIETY OF 
CIVIL ENGINEERS TO IGNORE THOSE EVENTS IS 
EXTREMELY DISTURBING AND IS A VIOLATION OF A 
PROFESSIONAL CODE OF ETHICS." 


New York Penal - Article 215 - § 215.40 Tampering With 
Physical Evidence 

Lf ail Kf ifnrch Horn* • N>iv York L«wi > Penal > New Ybrk Pensl • Art id* 211 • § 211.40 Tsmpennf With Phytictl 
[vidsnce 


5 215.40 Tampering with physical evidence. 

A person is guilty of tampering with physical evidence whem 

1. tilth Intant that it ba used or tntroducad In an official procaading 
or a prospective official proceeding, he (a) knowingly makes, devises or 
ptepates false physical evidence, or (b) produces or offers such 
evidence at such a procaading knowing It to ba falsa; or 

2. Believing that certain physical evidence is about to be produced or 
used in an official procaading or a prospective official proceeding, and 
intending to prevent such production or use, he suppresses it by any act 
of concealment, alteration or destruction, or by employing force. 
Intimidation or deception against any person. 

^^esigeMi^^iltl^h^slca^^videnc^^^^^las^^^^onj^^^^^^^^^^^^ 








Fundamental C; 

Engineers shall hold paramount the safety, health and welfare' 
the public and shall strive to comply with the princjj 
sustainably <JeVUlu|jiiiuutJ m II iu jjui I'ui malice ul lliwii 
professional duties 

b Engineers shall perform services only in areas of their 
competence 

c Engineers shall issue public statements only in an objective 
and truthful manner 

d Engineers shall act in professional matters for each employer 

or client as faithful agents or trustees, and shall avoid conflicts 
‘ ' ‘ ' 


b Engineers shall perform services only in areas of their 
eteii Iu5 

c Engineers shall issue public statements only in an objective 
and truthful manner 
d Engi n u.' m Jull ,in. I matters l u i ecuT i employer 

or client as faithful agents or trustees, and shall avoid conflicts 


Engineers shall issue public statements only in an objective 
and truthful manner 

Engineers “ * lft f. »r m->. [ t erri|.»luve r 

or client as faithful agents or trustees, and shall avoid conflict 
^interest 

Engineers shall Ui im.llt inn | II ■MtHSMui la! iM( iiiirilii l ii l i uii Ihe merit 
of their services and shall not compete unfairly with others 
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"Normally when you have a structural failure you 
carefully go through the debris field looking at each 
item., photographing every beam as it collapsed and 
every column where it is in the ground and you pick 
them up very carefully and you look at each element. 

WE WERE UNABLE TO DO THAT IN THE CASE OF TOWER 7 .” 






"ASIDE FROM THIS ONE SMALL PIECE THAT WAS FOUND TO HAVE 
INTERGRANULAR MELTING, INCREDIBLY NONE OF THE STEEL, NONE 
OF THE OTHER STEEL FROM WTC 7 WAS SAVED FOR ANALYSIS. 

THIS IS DISCONCERTING CONSIDERING WTC 7 WOULD HAVE BEEN 
THE FIRST STEEL FRAMED HIGH-RISE BUILDING IN HISTORY TO 
SUBSTANTIALLY COLLAPSE DUE TO FIRE.” 











"THE GOVERNMENT HAS DESTROYED MUCH OF THE 
EVIDENCE BUT THERE IS STILL SOME EVIDENCE 
AVAILABLE AND PHOTOGRAPHS OF THE EVIDENCE.” 





"My name is Lynn Margulis I have been doing science every 
day since I was about 16 years old. I teach at the 
university of Massachusetts, I have a PHD in genetics, I 
reconstruct the past. Natural history from clues taken to be 
representational and that's exactly what we're doing with 
reconstructing of why the buildings were destroyed in 911. 

In historical science that's what must be done. 

In 1999 I was a precipitant of the president's medal of 
science from Clinton and I received the Divinchi award that 
is the membership in the Divinchi society. 

YOU CAN'T DO SCIENCE WHEN YOU ARE DEPRIVED OF THE EVIDENCE 
AND WHEN YOUR HYPOTHESIS IS THE LEAST VALID INSTEAD OF THE 
MOST LIKELY. 

WHEN THE MOST LIKELY HYPOTHESIS IN THE CASE OF BUILDING 7 
WASN'T EVEN MENTIONED. URGH, THIS IS NOT SCIENCE. SO, THE 
CLAIM IS THAT IT IS SOMETHING ELSE, ITS PRECONTRIVED TRYING 
TO PROVE PRECONIEVED IDEAS." 






Was a proper investigation performed that might 
have revealed the use of accelerants and explosives 
in WTC 7 J s destruction? 













World Trade Center 7 



A Federal Investigation 
that Ignored the Facts 




My name is Steven IJones, physicists, I received my PHD in 
physics from Vanderbilt university in 1978, so I J ve been at 
this for over 30 years studying various subjects. I have 
published over 50 pre-reviewed papers in my career. 


NIST CONCEADS THAT 

THEY FOUND NO EVIDENCE FOR EXPLOSIVES. 

SO, THEN WE ASK THEM, WELL DID YOU LOOK? 

THEY SAID NO. WE DID NOT LOOK FOR EXPLOSIVES OR 

RESIDUES OF EXPLOSIVES. 


HOW CAN NIST SAY THEY FOUND NO EVIDENCE OF 
EXPLOSIVES WHEN THEY ADMITTED THEY DIDN'T 
EVEN LOOK FOR TRACES OF EXPLOSIVES? 





**NIST has stated that It found no corroborating 
ovldonco to suggest that explosives wore usod 
to bring down tho buildings." 

- Catherine S. Fletcher 
Freedom of Information Act Officer. NIST 


NIST 

National Institute of Standards and Technology 
M NIST did not test for the presence of explosive residue 1 * 



• Catherine 8 Fletchor 
Freedom of Information Act Officer, NIST 





Ronald Brookman, S.E. 
Structural f nflinoor 




“I J m RonoLd Brookman Licensed structural engineer in 
California and I received my master J s degree in structural 
engineering from university of California Davis in 1986. 

I J ve been practicing structural engineering ever since then. 

NIST NEVER DID A PROPER EVALUATION OF THE COLLAPSE 
SITE AND THE DEBRIS. 

World Trade centre 7 I would have expected they would have 
tested for explosives alsOj because of the nature of the 
collapse and the unprecedented nature of steel framed high- 
rise building collapsing in such a fashion.” 







Roland Angle, P.E. 
Civil Enginoof 


“My name is RonaLd Angie I J m a civil engineer registered in 
the state of California. I J ve been practising in California 
since 1967 I J m a graduate at the university of California. 

My practice has included among other things design and 
testing of structures that were designed to withstands 
blast. Specificallyj for instance the Launch facility for 
missile systems. 

I was a green beret for 6 years during the 60 J s. I was 
trained in the use of demolitions and I blew a Lot of things 
up. One of the things that we did was go out and attach 
structuresj analyse them as to where their weah points were } 
Learn how to place explosives at points that would cause 
them to failj then actually demolish them and analyse our 
result s. JJ 





“So, the method of how to attack a structure and cause it to 
fail with explosives was one of the things that I learned 
through my military training. 

THE AMERICAN SOCIETY OF CIVIL ENGINEERS WAS BROUGHT 
INTO THIS INVESTIGATION EARLY ON. THEY DID A VERY 
SUPERFICIAL INVESTIGATION OF THE SITE. THEY ISSUED A 
REPORT WITHOUT ANY SIGNIFICANT FORENSIC EXAMINATION 
AND THERE WERE LAWS VIOLATED IN THE DESTRUCTION OF 
THAT EVIDENCE. 

FOR THE AMERICAN SOCIETY OF CIVIL ENGINEERS TO IGNORE 
THOSE EVENTS IS EXTREMELY DISTURBING, AND IS A 
VIOLATION IN MY OPINION OF A PROFESSIONAL CODE OF 
ETHICS." 




My name is Tony Szamboti I'm a mechanical engineer from the 
Philadelphia area with over 20 years of experience in the 
aerospace industry where I design structures for aircraft and 
space craft for support equipment. 

NEITHER NIST OR FEMA FOLLOWED STANDARD PROTOCOL FOR 
FIRE OR AN EXPLOSION INVESTIGATION, OR DUST FIRE 
INVESTIGATION FOR THAT MATTER. NATIONAL FIRE PROTECTION 
ASSOCIATION GUIDE NUMBER 921 CALLS FOR SAVING THE 
EVIDENCE AND BEING PREPARED TO JUSTIFY WHY YOU 
WOULDN'T. IT ALSO CALLS FOR TESTING FOR ACCELERANTS AND 
EXPLOSIVES WHEN HIGH ORDER DAMAGE IS INVOLVED. 

NSIT DID NOT DO THIS. 

NIST IS OFTEN RESPONSIBLE FOR GENERATING INFORMATION 
FOR WHICH THE NFPA GUIDES ARE WRITTEN FROM, IT MAKES 
ONE WONDER WHY THE NFPA STANDARD WOULD NOT BE FOLLOWED 
IN THIS CASE. 

NIST HAS NOT ANSWERED THIS QUESTION PUBLICLY. 







Erik Lawyer 

Flrofighlor 


“There's national, standard that need to be followed and when I 
started Looking into I went into the investigation manual. 

SOj it's called the NFPA 921 and it's the fire and explosionj 
it's the guide for fire and explosions investigations and so 
what it iSj it's a national standard so if an investigator 
from New York has to come out to the west coast to help with 
something they can fit right in seamlessly into the system and 
know what their role is and what they need to be doing. 

SOj I got the manual from 2001 and I went back and Looked at 
the footage from the original days of 911 and there were all 
kinds of fire fighters and civilians that were reporting 
explosions. 

Just the fact that there were explosions means they need to be 
investigated. Terrorists used explosions in 93 (it was the FBI 
but still) we had witnesses to explosionsj we have audio 
reports of explosionsj we have over whelming evidence that 
there were some explosive events 











"When the manual gets into thermite it says if you have melted 
steel or concrete which we had on 911 and there J s videos of it 
people can see it, we should test for it. It says when you 
have melted steel or concrete you test for thermite. 

So, the fact that were not testing for it is crazy, we have 
3000 Americans murdered and we had the first 3 high rise steel 
collapses, we have all these reports of explosions, we have 
the vans pulled over, we have the history of terrorist's using 
explosives. 

IT'S ABSOLUTELY RIDICULOUS. THERES NO EXCUSE FOR IT, ITS 
CRIMINAL IN MY OPINION. ITS ABSOLUTELY CRIMINAL THAT THEY 
REFUSE TO FOLLOW THE NATIONAL STANDARDS AND THE NATIONAL 
STANDARDS SAY THAT THEY SHOULD BE TESTING THAT FOR 
EXPLOSIVES." 

One of the other big issues that we have is the firefighters 
that are members of the firefighters for 911 truth, is the 
blatant destruction of evidence. We're not talking about a 
Little bit of evidence. 

They destroyed all the steel. ALL the basically bones of the 
building that would have told us how this first high-rise 
steel structure in history that wasn't even struck by a plane, 
all it had was a few fires on several floors and was only 
burning for a few hours, we've had buildings burn much Longer. 

The way we could have Learned from this was analysing that and 
Looking at the steel and seeing which steel members could have 
done what. Well we can't do that because what they did 
immediately after 911 was they started removing the steel, the 
debris from tower 7 and all the towers, immediately, why were 
they destroying this they sent it off to china to be recycled, 
so they never had any physical evidence to do the 
investigation." 









The national, standards are very ciearj we have preservation of 
evidence we havej spoiler of evidencej there J s all hind of 
basically standards that you don J t destroy evidence. 

SO THAT J S WHAT WERE CALLING FOR. WERE CALLING FOR AN 
INVESTIGATION INTO THE INVESTIGATORS WHY THEY DESTROYED THIS. 
WERE CALLING FOR AN INVESTIGATION THAT FOLLOWS NATIONAL 
STANDARDS AND THE BIG THING EVERYBODY SAYS THIS IS IN THE 
PASTj LEAVE IT IN THE PAST, NO THAT J S NOT TRUE. 

We have ground zero workers dying today there getting cancers 
and several don J t have medical insurance. The FDNY most of 
them are being taken care of by the department but there were 
several thousand volunteers that showed up and they were there 
for months afterj they don J t have the medical insurance } there 
sick and dying and were as a country are ignoring them. 

WE PROMISED WE WOULD NEVER FORGET BUT IT LOOKS TO ME LIKE MOST 
PEOPLE HAVE FORGOT AND THEY WANT US TO FORGET AND THAT J S WHAT 
WERE HERE FORj IS TO BASICALLY ASK PEOPLE TO TAKE A LOOK INTO 
THIS , SHOW SOME COMPASSION AND LET J S HELP OUR BROTHERS AND 
SISTERS OUT AND REALLY INVESTIGATE 911. 

ITS CHANGED OUR WORLDj NOT TO MENTION THERE WERE 343 BROTHERS 
MURDERED BUT WE ARE AT WAR OVER THISj WE HAVE LOST A LOT OF 
OUR FREEDOMS OVER THIS AND WE DON J T HAVE THE REAL STORY ON 
WHAT HAPPENED BECAUSE THERE WAS NOT A PROPER INVESTIGATION 
DONE.” 












World Trade Center 7 


4 

Fully Engulfed in Fire? 





As reported by the New York times engineers were 
baffled by the collapse of building 7 since no 
steel high rise has ever completely collapsed due 
to fire, how are we to understand this mysterious 
event? 





"My name is Scott Grainger I J m a licensed fire protection 
engineer. I'm licenced in 13 states. I've been in private 
practice for 25 years, I J ve been a practicing engineer for 
39 years. 50% of my practice is in forensic engineering. 

STEEL STRUCTURAL FRAMED BUILDINGS, HIGH RISE 
BUILDINGS, SIMPLY DO NOT COLLAPSE DUE TO FIRE. 

There has never been until 911 an experience where a high 
rise building that was steel framed completely collapsed. 
There have been fires burned longer in similar structures 
without any collapse." 




gk 


tl 


1 

Leslie Young 

1 1 

Hlgh-Rlso Archltoct 


“In my previous experience as a firefighter normally you 
would never be afraid to go into a type 1 building because 
there not combustible. 

You would just charge at it and put the fire out. Never in 
my training were we ever taught that these buildings could 
just collapse in on themselves. 

THE RES DEFIANTLY SOMETHING MUCH MORE GOING ON THAN 
JUST FIRE.” 






"The World Trade Centre 7 building reminds me of the 
Meridian Bank building in some ways in Philadelphia. 

THE MERIDIAN BANK BUILDING IS A 38-STORY SKYSCRAPER 
THAT BURNED FOR 18 HOURS IN 1991 , SUFFERED EXTENSIVE 
DAMAGE FROM THE FIRE BUT DID NO COLLAPSE." 













"Hi I J m Dan Barnum FAIAj Graduate architect from Rice 
University with a bachelor of architecture degree. For the 
40+ years that I have been practicing architecture I have 
designed a variety of buildings from small houses to high 
rise office buildings. 

Some of the high rises I J ve worked on are 1 shell and 2 
shells in Houston and I was project manager for a 22-story 
office building in Ohio. 

I J m a fellow of the American institute of architects that 
design high rise buildings and I know what they do in fires 
because I J ve studied that. 

LATER IN THE DAY IaIHEN WORLD TRADE CENTRE 7 COLLAPSED 
THEY HAD ALREADY SHOWED US PICTURES OF A FEW FIRES IN 
THAT BUILDING AND THEY WERENT EVEN RAGING. 

HOW COULD THAT CAUSE A BUILDING TO COLLAPSE AS IF IT 
WERE IMPLODED? 

IT COULDN J T HAPPEN ." 





“My name is Jonathan SmoLens PE I J m a professional 
structural engineer in the bolder Denver area for the past 
12 years and one of my specialties is forensic engineering 
including a valuation of structures post disaster. 

IaIHAT HAPPENED TO THOSE COLUMNSj to all collapse at 
THE SAME TIME, THE EXPLANATION PROVIDED DOES NOT 
MATCH THE EVIDENCE THAT IaIE HAVE.” 


WTC 7 Support Columns 










“My name is Michael Donly PE. I J m a structural engineer with 
14 years J experience. I get involved mostly with the design 
of steel framed fire proof buildings. We J ve never had a 
steel framed high-rise collapse in the united states or 
internationally so there J s no president. 

I DON'T THINK BUILDING 7 COULD HAVE COLLAPSED BY FIRE 
AS NIST TELLS US. THAT THIS COLLAPSE MECHANISM 
STARTING Ia/ITH THERMAL EXPANSION THAT IaIORKED ITS Ia/AY 
UPIaIARD AND OUTIa/ARD THROUGH THE BUILDING IN A MATTER 
OF SECONDS. 

THERES NOT ENOUGH TIME FOR THE BUILDING TO COLLAPSE 
THE IaIAY NIST TELLS US IT COLLAPSED." 
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m Edward Munyak, P.E. 

Flro Protection Cnglnoor 
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I J m Ed Munyak. A Licensed fire protection engineer for at 
Least 25 years. I worked for a number of organisationsj 
cityj federaLj Large insurance companiesj consuLtantj aLways 
in the area of fire safety and with the goaL of keeping the 
pub Lie safe and first responders safe. 

I BECAME FASCINATED IaIITH THE GOVERNMENTS VERSION OF 
THE EVENTS ON 911 BECAUSE THIS NAS TOTALLY CONTRARY 
TO EVERYTHING THAT I HAD EVER EXPERIENCED EITHER 
IaIORKING IN THE FIELD OF FIRE SAFETY OF KNOIaIING IaIHAT I 
KNOW ABOUT MECHANICAL ENGINEERING. 

IT DEFIES MANY FUNDAMENTALS OF MECHANICS OF 
MATERIALSj PHYSICSj JUST MANY FUNDAMENTAL ENGINEERING 
CONCEPTS. 





“World trade centre 7 } NIST claims the fires were very 
Largej very hot and Long Lasting when in reaLityj 
observation which has been researched by many people shows 
these fires did not Last very Longj they were not in the 
Locations NIST claims they were at the time. 

WORLD TRADE CENTRE 7. NIST CLAIMS THE FIRES WERE VERY 
LARGEj VERY HOT AND LONG LASTING. WHEN IN REALITY, 
OBSERVATION WHICH HAS BEEN RESEARCHED BY MANY PEOPLE 
SHOWS THESE FIRES DID NOT LAST VERY LONG AND THEY 
WERE NOT IN THE LOCATIONS NIST CLAIMS THEY WERE AT 
THE TIME.” 
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47 Stories in 7 Seconds 
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THIS BUILDING 
IMPLODED 
INTO ITS 
OWN FOOTPRINT 
AND 

COLLAPSED 

AT 

FREEFALL 
ACCELERATION 
IN LESS 
THAN 

7 SECONDS. 




































“EssentiaLLy in Less than 7 seconds tower 7 came 
down upon its seif.” 





Roland Angle. P.E. 
Civil Engmoof 


“BUILDING 7. THE NIST REPORTS ADMITS FELL AT THE RATE 
OF GRAVITY FOR THE FIRST 100 FEET. IaIELL THAT j S 
IMPOSSIBLE UNLESS THERE J S NOTHING RESISTING IT. 

IN OTHER IaIORDSj NIST IS TELLING US THAT THE BUILDING 
BE LON IT CEASED TO EXIST FOR THE FIRST FEIaI SECONDS OF 
THE COLLAPSE OF THE BUILDING. NELL THINGS IN PHYSICS 
JUST DON J T CEASE TO EXIST AND CEASE TO EXIST THE 
FORCES THAT ARE ON THEM. 

THE BUILDING DIDN J T DISAPPEAR SO THE BUILDING CAN 
FALL FOR 100FEET AT FREEFALL SPEED THAT J S IMPOSSIBLE. 

THAT J S A VIOLATION OF THE FUNDAMENTAL LAN OF PHSICS 
THAT SAYS FOR EVERY ACTION THERE IS AN EQUAL AND 
OPPOSITE REACTION. 

SO THAT EVIDENCE ALONE NOULD INDICATE THE OFFICAL 
STORY DOESN J T HOLD NATER. JJ (MAKE SENSE) 




“ITS JUST LIKE TAKING YOUR CAR KEYS OUT AND JUST 
DROPPING THEM, THAT J S HOW FAST THE BUILDING CAME DOWN 
FOR OVER 100 FEET. THE ONLY WAY YOU CAN GET THAT IS WHEN 
THERE IS ZERO RESISTANCE. 

SO, WHAT WERE LOOKING AT IS A BUILDING JUST COMING 
STRAIGHT DOWN, FALLING RIGHT THROUGH ITSELF , WITH ZERO 
RESISTANCE. 

BUILDINGS DON J T HAVE ZERO RESISTANCE, WHICH IS WHY YOU 
FEEL SAFE WALKING INTO A BUILDING. 

I J m David Chandler I have a bachelor J s degree in physics from 
Harvey mud collage and a master J s in education from Claremont 
graduate University and another master in mathematics from 
California Polytechnic University. 

I J ve been teaching for over 30 years well it came down at free 
fall or close to freefall so I decided I would measure it 
myself. I have a tool that I use in teaching that allowed me to 
take a video and put a dot on each frame to follow the motions 
of things. SOj you can follow speeds and accelerations and it 
will do the analysis." 




“One of the fundamental. Laws of nature is the conservation of 
energy. In order for it to be faLLing down with zero 
resistance it means resistance had to be removed by something 
eLse. 

IN THE FINAL REPORT THEY MODIFIED IT, THEY TRIED TO 
DOCTOR IT UP, IT STILL TRIED TO SAY THAT THEY NERE 
ESSENTIALLY CORRECT BUT THEN THEY MODIFIED AND THEY 
ACTUALLY ADMITTED THERE NAS A PERIOD OF FREE FALL 
INVOLVED BUT THEY NEVER CHANGED THEIR MODEL. 

LIKE HON ALL OF A SUDDEN DO YOU ALLON FOR FREE FALL 
NHEN THEY JUST GOT DONE EXPLAINING HON IT COULDN J T HAVE 
BEEN IN FREEFALL? 

If I were a scientist at NIST I would be embarrassed to try 
and put forward something Like that. 

IT NAS CLEARLY A FRAUDULENT ARGUMENT. 

The fact that its coming down at freefaLL says that aLL of the 
energy is being used to just make it go straight down. Which 
means it J s coming down through itself and not breaking up the 
building as it goes. 

SOMETHING ELSE HAS TO BE CLEARING THE NAY, AND THAT IS 
SMOKING GUN EVIDENCE TO ME. I THINK THAT J S ONE OF THE 
PRIMARY PIECES OF EVIDENCE THAT THESE BUILDINGS REALLY 
NERE DEMOLISHED, THEY NERENT JUST ACCIDENTS THAT 
HAPPENED ." 




Jonathan Smolens, P.E. 
Structural Cnginoor 
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“A BUILDING CANNOT DO FREE FALL IaIITH A HUGE 
STRUCTURAL STEEL SYSTEM IN PLACE TO SUPPORT IT, 
IaIITHOUT IT BEING BLOIaIN UP. 

THAT J S THE ONLY WAY IT COULD COME DOWN AT FREEFALL. 

40,000 TONNES OF STRUCTURAL STEEL AND STRUCTURAL 
SYSTEM AND THAT IS INTENDED TO KEEP IT FROM GOING 
ANYWHERE. 

A BUILDING CANNOT DO FREEFALL WITH A HUGE STRUCTURAL 
STEEL SYSTEM IN PLACE TO SUPPORT IT.” 





"THE FAILURE OF ALL THESE CONNECTIONS AS THE PRIMARY 
MEANS OF STRUCTURAL FAILURE IS INCONSISTENT IaIITH A 
NATURAL GRAVITATIONAL COLLAPSE AND INDICATES THE 
PRESENCE OF OTHER AGENTS IaIHICH WOULD DISMEMBER THESE 
CONNECTIONS. THERE WAS ABSOLUTELY NO RESISTANT IN THE 
DECENT WHATSOEVER. 

There was no time for the defamation and plastic defamation 
that would absorb energy and decrease the decent to Less than 
freefall speed. As energy is drained from the system to disform 
those membersj it would slow down the descending mass and cause 
a decent at Less than freef all speed. 

This is inconsistent with the energy redistribution that would 
be reguired from the descending mass to the remaining 
structure. 

The connections are designed with a safety factor of 1.5 to 3 
times the failure Load for the member. SOj this ensures that 
the member will always fail first } then a plastics modej then a 
plastic mode. 

The connections failed first without any of the members 
exhibiting Large deformations or defluxions over 4 connections 
per second had to fail. In order for the members to be released 
and for the structure to descend at almost free fall rate.” 
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Ronald Brookman, S.E. 
Structural Engtnoor 


“NIST CLAIMS THAT THE COLUMNS IaIERE BUCKLING IN THE 
FIRST SEVERAL SECONDS BEFORE THE FREE FALL 
OCCURRED. I DON J T SEE HOW THAT J S POSSIBLE. 

Freefailing for 8 storiesj so we know that happened. 

It J s been measured it J s on videos, everyone can see it, 
NIST has admitted it went into freefall for 8 stories. 

THAT J S A BOTHERSOME PART OF THE PUZZLE BECAUSE 
NIST NEVER EXPLAINED IT. GOING FROM MOTIONLESS TO 
FREE FALL INSTANTLY. 

IdeaLLy the member would fail before the connection, you 
don J t want the connections to fail first." 





“There's no resistance until the building is down maybe 
half way." 





"BUILDINGS TEND TO BE DELAYED AS THEY COLLAPSE. 

THEY DON J T JUST PANCAKE DOWN LIKE THIS IN A VERY 
SHORT PERIOD OF TIME. 

BUILDINGS JUST DON J T BEHAVE LIKE THAT. 

IF FLOORS FALL THEY TEND TO FALL AND ARE BRACED 
BY THE FLOOR DIRECTLY BENEATH IT AND THERES SOME 
DELAY THERE." 






“If the pancake theory works it J s going to hit 
hesitation and there was no hesitation. 

There J s no hesitationsj there was no hesitation when it 
was to hit story after story. JJ 





"One continuous motion. There wouldn J t have been any 
resistance 

COMPLETELY IMPOSSIBLE AND NIST THEMSELVES HAVE TO 
RECTIFY THE IMPLICATIONS OF THIS. 

THE FACT THEY HAVEN'T IS FRAUDULENT." 






"TO FAIL AT THE RATE THAT THEY DID PROGRESSIVELY ACROSS 
THE BUILDING, EVEN IF A FLOOR IaIERE TO COLLAPSE, IT STILL 
WOULDN'T BE ABLE TO COLLAPSE ALL THE CONNECTIONS 
SIMULTANEOUSLY AT THE RATE THAT IT DID IaIITHOUT SECONDARY 
EXPLOSIONS. 

If you were to Look at a standard moment frame steel connection 
which is a welded connection between the beam and the columnj 
it would take on the order of around 500J000 pounds to sheer 
off 1 connection. 

If you multiply that by 400 j put maybe a safety factor of 4, 
you would require 50,000,000 pounds of force per second in 
order to collapse the building the way it was shown based on 
the NIST report and what we saw on the evidence of the video of 
the building that day. 

ITS HIGHLY UNLIKELY, DON'T KNOIaI HOW THAT COULD EVEN 
HAPPEN WITHOUT SECONDARY EXPLOSIONS, ITS NOT LOGICAL OR 
REASONABLE." 
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Unnatural Symmetry 
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We might anticipate that and uneven, damaged 
building might fall oven. Yet videos of the 
collapse of building 7 show a fairly symmetrical 
fall. 

How do we make sense of this? 






“THE EXTERIOR OF THE BUILDING COMES DOIaIN 
FULLY SYMETRICALLY AND IN ONE TIME, BOTH 
SIDES OF THE BUILDING COME DOWN COMPLETELY. 

THIS IS FULLY INDICITIVE OF FULL STRUCTURAL 
SUPPORT BEING REMOVED FROM AT LEAST 6 
STORIES. 

THAT COULD NOT HAPPEN BY FIRE.” 













Jonathan Smolens, P.E. 
Structural Cnginoof 
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“IF YOU KNOIaI THERE IaIAS SOME FIRE IN ONE CORNER IT 
COULD HAVE COLLAPSED MAYBE IN THAT CORNER BUT NOT 
THE TOTAL BUILDING FREEFALLING . JJ 




“We didn't just see one side of the building topple over, 
we didn't see that. What we saw was the building come 
straight down. 

For it to come down straight down upon its self you would 
need to basically take out the supports at the centre at 
the core. 

IN MY PROFESSIONAL OPINIONj MY EXPERIENCE, FOR IaITC 
7 TO COLLAPSE STRAIGHT DOWN UPON ITSELF AS THE 
VIDEO INDICATES AND EVERYTHING THAT IaIE HAVE 
WITNESSEDj THE SUPPORTS AT THE CENTRE ESSENTIALLY 
ALL HAD TO BE TAKEN OUT AT ONCE.” 





"IF THE BUILDINGS HAD COME DOWN BY FIRE IaIE WOULD 
HAVE SEEN A MORE NATURAL PROGRESSION OF COLLAPSE. 

WE MAY HAVE SEEN YOU KNOW THE BUILDINGS ACTUALLY 
TOPPLE OVER TO ONE SIDE AND NOT THE BUILDING 
COMING DOWN IN ITS OWN FOOTPRINT ." 









“CLEARLY A MORE ASYMETRICAL PATTERN SHOULD HAVE 
BEEN PRESENT. M 






"I J m Kathy Mcgrade, I have a bachelors tin metallurgical 
engineering from New Mexico institute from mining and 
technology which I got in 1979. I then spent the next 30 
years with 3 start-up companies. The symmetry is the 
smoking gun. 

THE SYMMETRY IS THE SMOKING GUN. 

IT CANNOT HAPPEN THAT IaIHEN YOU HAVE ASYMETRIC 
DAMAGE YOU IaIILL GET A PERFECTLY SYMMETRICAL 
COLLAPSE ." 





“It would not have been a uniformed collapse. The building 
might have partially fallen over but the building would not 
have collapsed as it did. This doesn J t make any Logical sense. 


Logic tells you that if you have a single failure at some 
random point in the building that the entire building is not 
going to collapse. 

The collapse would have been a chaotic random eventj the 
building would have partially collapsed possibly but it 
didn J tj there was a total collapse and there J s very few things 
that could explain thatj none of which are addressed by the 
NIST report. 

ACCORDING TO NIST THE FAILURE OCCURRED AT COLUMNS 79 ON 
LEVEL 12. THIS MEANS BASICALLY THERE TALKING ABOUT A 
SINGLE COLUMN COLLAPSE OR FAILURE THAT RESULTED IN A 
TOTAL COLLAPSE OF THE BUILDING. 

THAT JUST DOES NOT MAKE ANY SENSE ." 





NIST ARE BASICALLY SAYING THAT FIRE 
CAUSED THIS 1 COLUMN FAILURE TO BRING 
THE 47 STORY BUILDING TO THE GROUND IN 
PERFECT SYMMETRY IN LESS THAN 7 SECONDS. 

THIS BUILDING 










WTF RIGHT? 
COULDN'T HAPPEN 

























“The exterior columns on the outsidej on the 
outside as well as on the inside at the bottom as 
well would have to have severed almost at the 
same time” 




Tom Sullivan 
Explosives Technician 

Fnmwwly rrnj-JnyM Contmtod (Vmnllfcnn Irv 


“Well that J s another indicator that this NIST report is very 
suspect. Because I would have expected a classic implosion as 
I J ve seen numerous timesj is the core to fail. 

My names Tom Sullivan I worked for CDI the top-rated explosion 
demolition firm in the world. As an explosive Loader my job was 
to place explosives in the buildings to prepare them for 
demolition. I was Licensed whilst in New York by the FDNY to 
handle explosives and I worked on major projects such as 
Seattle Kingdom Stadium } Philadelphia Naval hospital and key 
span gas holders in New York. 

I WOULD EXPECT THE CENTRE OF THE BUILDING TO START 
MOVING FIRST AND THEN AS THE IMPLOSION PROGRESSES THEN 
THE SIDES COME IN AND THE REST OF THE BUILDING IS 
INVOLVED. 

FROM IaIHAT I SAW IT WAS A CLASSIC IMPLOSION. 

THE CENTRE OF THE CORE, THE PAN HOUSE AREA STARTS TO 
MOVE FIRST AND THEN THE BUILDING FOLLOWS ALONG WITH IT.” 





Ronald Brookman, S.E. 
Structural Cngtnoor 


“THERE WERE SO MANY COLUMNS IN THE BUILDING THAT WERE 
NOT AFFECTED BY EITHER THE FIRES OF THE IMPACT DAMAGE 
AND THEY ALL CAME DOWN JUST AT ONCE. SO, IT J S A LITTLE 
DISHEARTENING AND ITS IMPLAUSIBLE. 

AS A STRUCTURAL ENGINEER I DON J T BELIEVE THAT THE 
FAILURE OF 1 COLUMN WOULD NORMALLY BRING DOWN AN ENTIRE 
BUILDING IN THE WAY WE SAW WTC 7 COME DOWN BECAUSE OF 
REDUNDANCY AND ALL OF THE OTHER COLUMNS IN THE BUILDING 
THAT WERE NOT AFFECTED." 





When it J s all finished the outside walls from the lower 
floors are piled one on top of the other right in the 
middle of the building. Dust like a house of cards if it 
were coming down. 
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Virtual Unreality: 
NIST’s Computer Animations 


NIST 



NIST provided computer aminations of the WTC 7 
collapse. But what do independent professionals say 
about these animations? 

















Kamal Obeid, S.E. 
Structural Cnginoor 


“lWHEN YOU OBSERVE THE FOOTAGE OF HOIaI THE BUILDING FELL 
AND IaIHEN YOU LOOK AT THE ANIMATION OF THE FAILURE, AND 
COMPARE THAT TO IaIHAT YOU ACTUALLY OBSERVE IN REALITY, I 
THINK THEY DISPROVED THEIR OWN THEORIES. 

IT IS IMPOSSIBLE FOR IT TO FAIL THE WAY THEY SAID.” 












“IVE SEEN THE ANIMATION SEQUENCE FROM NIST FOR 
THEIR MATHEMATICAL MODEL OF THE COLLAPSE OF 
BUILDING 7j THEY HAVE THE INSIDE MEMBERS THAT ONE 
COLUMN GAVE IaIAY WHICH THEY CLAIM RESULTED IN THE 
COLLAPSE OF ALL THE SURROUNDING MEMBERS AND THIS 
PRECIPITATED A GLOBAL COLLAPSE. 

I THINK THE NIST MODEL IS FLAWED BECAUSE THEY WONT 
RELEASE ALL OF THEIR PARAMETERS THAT THEY USE TO 
MODEL THE COLLAPSE AND THAT IS A PRIMARY PROBLEM 
FOR THEM. 

SOj I THINK THAT THE NIST MODEL IS FLAWED. OF 
COURSE'j THEY WONT RELEASE ALL OF THEIR PARAMETERS 
THAT THEY USED TO MODEL THE COLLAPSE AND THAT IS A 
PRIMARY PROBLEM FOR THEM.” 








Ronald Brookman, S.E. 

Structural rngineor 


% 


The NIST computer model actually, they had done a bunch 
of finite element model of the connections - individual 
connections. 

SO, THEY HAD CONNECTIONS FAILING BEFORE THE 
MEMBERS FAILED. 

4 PART CONNECTIONS, WHEN 3 OF THE 4-PART 
CONNECTIONS FAILED THEY CONSIDERED IT TO BE ALL 
FAILED. 





"THE EXTERIOR OF THE NIST IaITC 7 COMPUTER SIMULATION 
MODEL THEY USED TO EXPLAIN THEIR THEORY SHOIaIS VERY 
LARGE DEFORMATIONS WHICH ARE NOT OBSERVED IN THE VIDEO 
OF THE ACTUAL EVENT. 

YET THEY DON J T ATTEMPT TO EXPLAIN THIS IN THE REPORT? 

IaIHY THEIR MODEL DOESN j T REPRESENT REPLICATED REALITY? 

What J s actuaLLy happening with the NIST computer modeL its 
behaving Like a natural collapse would. It would be deforming 
the exterior of the buildingj if the interior was collapsing 
prior to the exterior. What we J re seeing is what would happen 
in a natural collapse in what we see on the real video is not 
a natural collapse. 

NIST IS ALSO REPEATEDLY REFUSED TO RELEASE COMPUTER 
INPUT DATA THAT IaIAS REQUESTED THROUGH THE FREEDOM OF 
INFORMATION ACT FROM THEM IN THE PAST CONCERNING IaITC lj 
2 AND 7 
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Experts Agree 
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What do these professionals conclude about the 
destruction of world trade centre building 7? 






“THERE HAD TO BE SOME AGENT THAT IaIAS DESTROYING 
THE CONNECTIONS OF 400 CONNECTIONS PER SECOND AND 
THE ONLY THING I CAN SEE CAPABLE OF DOING THESE 
WOULD-BE EXPLOSIVES OR EXPLOSIVE DEVICES AT THE 
CONNECTIONS. 

THIS IS WHY I THINK THERE HAS TO BE A NEW 
INVESTIGATION TO FIND OUT THE REAL PHYSICAL 
CAUSES FOR ALL THESE MEMBERS TO ACT IN A TYPICAL 
FASHION ." 



























"I CERTAINLY BELIEVE THAT IT HAD TO HAVE BEEN 
CONTROLLED DEMOLITION. CONTROLLED CHARGES, 
EXPLOSIVES, SOMETHING OF THAT TYPE BECAUSE IT 
IaIAS a SUDDEN FAILURE 





“CONTROLLED DEMOLITIONj THERES NO IaIAY THAT FIRE 
DID WHAT THEY SAID IT DID TO THAT BUILDING - 
IMPOSSIBLE. 

IT JUST DID NOT MAKE SENSE THAT A BUILDING THAT 
HAD A FEW MINOR FIRES IN IT COULD POSSIBLY FALL 
THE WAY IT DID. 

IF THERE WAS DAMAGE IT WOULD HAVE BEEN MINOR. 

THERE MAY HAVE BEEN SOME DEFLECTION OF A BEAM OF 
2 HERE OR THERE BUT NOT A TOTAL COLLAPSE. 

IT JUST DOESN J T RING TRUE.” 










“A FEIaI FIRES IN THAT BUILDING, I MEAN THEY 
WEREN'T EVEN RAGING. 

HOW COULD THAT CAUSE A BUILDING TO COLLAPSE AS 
IF IT WERE IMPLODED. 

COULDN'T HAPPEN." 









“TO ME IT IaIAS OBVIOUS THAT THERE IaIAS SOME 
CONTROLLED DEMOLITION, SOME EXPLOSIONS INVOLVED 





“WHEN I SAW BUILDING 7 FALL, IT TO ME APPEARED TO 
BE CONTROLLED DEMOLITION BECAUSE IT FELL IN FREE 
FALL MANNER INTO ITS SELF. 

IT IS MY OPINION AS A FORMER 12 BRAVO COMBAT 
ENGINEER, WELL TRAINED IN EXPLOSIVES THAT THIS 
BUILDING AND THE TWIN TOWERS WERE BROUGHT DOWN AS 
A RESULT OF CONTROLLED DEMOLITION 




World Trade Center - Twin Towers 








This is the original site of the WTC twin towers. 
Construction is now under way where dramatic new 
facilities are being erected. 



Dust 10 years ago the alleged planes hit the towers 
cutting through some exterior and interior 
supporting structural steel columns. 
















The fuel from the planes ignited office fines 
across several floors. 


















































I>w» floor Dimw 


wd r 

partition* on ttooi *— 1 



floor tytlin 

itntvtd 



Co^Mmn Pomoao 

livtrMl 
Nn*y dmafi 
MMKlKt djUTUfl 
LlfM dmig« 


O 

O 

O 


















































































































































According to the official reports the structural 
steel frame was weakened and failed causing a total 
progressive collapse of each tower. 





Does the official explanation make sense? 


Was there a comprehensive investigation that 
examined all of the evidence? 


Let's look at the details. 






“THESE BUILDINGS IaIERE DESIGNED TO TAKE MULTIPLE 
IMPACTS FROM AIRLINERS 






“I WALKED INTO THE OFFICE AND THE FIRST WORDS 
THAT I HEARD WAS A PLANE JUST WENT INTO THE WTC. 

MY INITIAL THOUGHT WAS THAT J S OKAY ITS BUILT TO 
WITHSTAND A 707.” 










"They stated that fueL had been dumped into the 
building but the building would still be there although 
most of the fuel blew out the opposite side of the 
building. JJ 








“THESE BUILDINGS ARE BUILT TO HANDLE SEVERAL 
TIMES THE LOAD ABOVE THEM. THE PERIMETER COLUMNS 
COULD HANDLE 5 TIMES THE LOAD ABOVE THEM AND THE 
COURT COLUMNS COULD HANDLE 3 TIMES THE LOAD 
ABOVE THEM.” 









“THE MAJORITY OF THE JET FUEL IaIAS BURNED UP 
INSTANTLY IN THE BIG FIREBALL. IT HAS GONE. THE 
FIRES THAT HERE LEFT HERE OFFICE FURNISHINGS AND 
CARPETj THINGS LIKE THAT. 

A LOT OF THINGS IN THESE TYPES OF BUILDINGS HAVE 
TO BE FIRE RESISTANT BY NATURE, ITS REQUIRED BY 
CODE. 

THERE REALLY ISNT A HHOLE LOT OF FUEL IN THERE 
TO BEGIN HITH ." 





"THE MEDIA PORTRAYED THESE FIRES AS BEING 
EXTREMELY HOT BUT THE FIRES MERE NOT THAT HOT IN 
IaITC 1 AND 2. 

IF YOU LOOK AT NIST J S OWN DATA YOU CAN SEE THIS 
AND TO USE OUR OWN POWERS OF OBSERVATION YOU CAN 
TELL BY SEEING THESE FIRES AND SEEING BLACK 
SMOKE COME OUT THE WINDOWS - THAT MEANS THE 
FIRES WERE OXYGEN STARVED AND IT WAS INCOMPLETE 
COMBUSTION AND SO IT WAS A LOW TEMPERATURE 
FIRE ." 
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Robert Podolsky, M.S. 

Physicist / Enginoor 




“I am Robert podolsky I have a master's degree in theoretical 
physics from university in Cincinnati. I worked for 10 years as 
a professional physicist engineerj systems analysist for 
government and for industry. Companies Like AfgOj GE, and 
Bendix and also air force avionics Lab and the coast guard 
electronics division. 

I LOOKED UP IN A MANUAL THE BURNING TEMPERATURE OF JET 
FUEL AND FOUND THAT UNDER THE CONDITIONS THAT EXISTED IN 
THE WORLD TRADE CENTRE ON 911 THAT JET FUEL HAD TO BE 
BURNING ABOUT 750 DEGREES FH. 

I ALSO NOTICED THAT THE OFFICIAL EXPLANATION OF WHAT 
HAPPENED WAS THAT THE HEAT FROM THE FIRE SUPPOSEDLY 
SOFTENED THE STEEL AND THERE BY BROUGHT THE BUILDINGS 
DOWN ." 



“IF YOU HAVE A FLAME AT 750 DEGREES YOU COULD HOLD 
THAT FLAME UNDER A STEEL BEAM FOREVER AND YOU MOULD 
NEVER REACH A HIGH ENOUGH TEMPERATURE TO BEND STEEL 
LET ALONE MELT IT. 

SOj I KNEIaI IMMEDIATELY AT THAT POINT THAT THE 
OFFICIAL EXPLANATION MAS DEAD MRONG. 

THERE MAS NO MAY THOSE FLAMES COULD HAVE BROUGHT 
ABOUT THE ENTIRE COLLAPSE OF THE BUILDINGS. JJ 






“IT DOES NOT SEEM POSSIBLE THAT THESE TOIaIERS THAT MERE 
DESIGNED TO MITHSTAND THE IMPACT OF A 707 COULD 
POSSIBLY COLLAPSE IN SUCH A SHORT ORDER OF TIME FROM 
THE TIME THAT THEY MERE HIT. 

THE RES NO MAY. 

THAT BUILDING MAS DESIGNED TO TAKE THE IMPACT OF 1 IF 
NOT MORE MULTIPLE AIRPLANES. 

THEY MERE DESIGNED TO MITHSTAND HURRICANE FORCE MINDS 
OF UP TO 140MPH." 






“MY FIRST REACTION IaIAS - THAT LOOKS LIKE CONTROLLED 
DEMOLITIONS. 

HOWEVER, I BELIEVED THE OFFICIAL STORY BECAUSE IT WAS 
REPEAREDLY PLAYED TO ME OVER AND OVER AGAIN. 

I HEARD REPEATED “EXPERTS” TELLING ME THAT THIS WAS 
TERRORIST'S THAT DID THIS AND THAT IT WAS PLANES THAT 
BROUGHT THESE BUILDINGS DOWN. 

SOj I ACCEPTED THE OFFICAL STORY.” 





“The NIST testing of the twin tower floor assemblies done at 
the renders Laboratoriesj this was done per ASTM E119 in a 2- 
hour 2000-degree fire test. 

During the test the main trusses sagged approximately 4 
inches after 60 minutes and 6 inches after 100 minutes. 

Yet NIST had the main trusses sagging well over 40 inches in 
their models." 






World Trade Center - Twin Towers 
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Sudden Onset of Destruction 








Rather than a slow groaning collapse that we might 
anticipate. The Twin towers show in the videos a 
very rapid sudden onset of destruction. 

What does this imply? 







“I J m Frank CuLLinan practicing civil engineer in the state of 
California. I have a bachelor of science from chief of state 
which I received in 1988. I J ve been a Licensed civil engineer 
since 1993. I specialise in bridge constructionj containing 
wall constructionj small building constructionj bridge 
demolition and I have experience in bridge design and 
building design. 

STRUCTURAL STEEL IS REQUIRED BY BUILDING AND DESIGN 
CODES TO PREVENT CATASTROPHIC FAILURE AND LOSS OF LIFE. 

EVERYBODY HAS SEEN THE BUILDING COLLAPSES ON 911 AND IT 
IaIAS SHOCKING HOIaI fast the buildings COLLAPSED." 





“THE IaIAY THE BUILDINGS FELL IaIAS NOT INDICITIVE OF THE 
IaIAY OF A BUILDING THAT j S IN DISTRESS COLLAPSES. 

THIS DOESN J T HAPPEN Ia/ITH STRUCTURAL STEEL BUILDINGS AND 
NEVER HAS AND NEVER Ia/ILL AGAIN. 

IaIE ASSUME THAT FIRES COULD DESTROY A BUILDING. IaIHY 
PEOPLE SELECT STEEL BUILDINGS IS BECAUSE THEY IaIOULD 
DESTORY SLOIaILY THEY IaIOULD GRADUALLY WIST AND BEND AND 
GIVE PEOPLE PLENTY OF TIME AND SAFETY IN GETTING OUT OF 
THE BUILDING." 





"The basic philosophy of the building codes in the Last 75-80 
years has been to ensure the prevention of the members 
failing to provide public safety. 

Under this philosophy members that are overloaded will deform 
elastically within the elastic range of the material with 
increasingly Large deformations and deflections. 

This gives rise to Large deformations that are visible and 
apparent to the occupants in the structure and this gives 
them time to evacuate the structure. JJ 








“I WOULD NOT EXPECT THE WHOLE BUILDING TO JUST KEEP 
GIVING AT ONCE AND I THOUGHT IT WAS RATHER ODD THAT 
THEY FELL ALMOST PERFECTLY IN VERY SIMILAR WAYS. 

IT SEEMED OFF THAT LIGHTENING WOULD STRIKE TWICE ." 





“ON FURTHER REVIEIaI OF THE VIDEOS OF THE TOWERS 
DESTRUCTION IN THE 911 BLUEPRINT DVD, I WAS SURPRISED 
TO SEE THE UPPER FLOORS OF THE NORTH TOWER IMPLODE 
PRIOR TO ANY DESTRUCTION OF THE TOWER BELOW. 

BECAUSE IT WOULD BE LOGICAL THAT AS A RESULT OF THE 
PLANE CRASH THE UPPER 15 FLOORS WOULD START TO DAMAGE 
THE FLOORS BELOW NO THE FLOORS ABOVE.” 






“AND IT CERTAINLY IaIOULD STAY IN THE DAMAGE ZONE - IT 
WOULD NOT DROP DOWN THROUGH 80j000 TONNES OF INSULATED, 
UNDAMAGEDj STRUCTURAL STEEL AND DO IT IN 12 SECONDS 





"I DISCUSSED THE NIST CLAIM THAT THE UPPER SECTION OF 
EACH OF THE TOIaIERS CRUSHED THE LOIaIER SECTION. 

HOWEVER, WHEN YOU WATCH THE VIDEO CLOSELY IN THE CASE 
OF WTC 1 YOU J LL SEE THAT THE UPPER SECTION 
DISINTERGRATES ITSELF. 

ITS LOWER STORIES ARE BREAKING UP BEFORE IT EVEN 
IMPACTS THE LOWER SECTION. 

IT APPEARS TO BE CONTROLLED DEMOLITION OF ITS OWN UPPER 
SECTION. 

There's demolitions done in France which use what's called 
the vernix technique. Where they take a couple of floors 
worth of columns with hydraulics, they take the columns out 
and they let the upper section of the building drop 2-3 
floors and when it impacts the lower section there's a very 
definitive observable jolt, deceleration and velocity loss." 


















David Chandler, M.S. 

0S Phyiics M A r duration M 8 Mftttomntcs 


“The top section pushing on the bottom section, it J s going to 
meet eguoL forces as it goeSj both sections are going to be 
demoLished at the same rate. 

So, by the time you J ve crushed up 15 stories be Low it, the 
top 15 stories are also gonna be crushed and so there J s 
nothing Left now to crush the rest of the buiLding. 

So, there J s so many paradoxes here, a LittLe tiny chunk of 
the buiLding can J t possibLy faLL and crush the entire 
structure beLow it. 

You J re Looking for a joLt that this thing if it actuaLLy 
comes down and hits you shouLd be abLe to see the point at 
which they actuaLLy impact. JJ 









































WHY DIDN'T THIS HAPPEN ON 911? 






“BECAUSE IT SHOULD ACTUALLY SLOIaI THE DOIaIN MOTION OF THE 
FALLING BLOCK. IT NEVER SLOWS DOIaIN. IT ACCELERATES THE 
ENTIRE TIME AND THAT IaIAS IaIHAT WAS EXTREMELY 
SIGNIFICANT. 

I published a paper about this it J s in the journal of 911 
studies. So, if you had the top section acting Like a pile 
driver, if in fact it actually hit and made an impact as 
effectively crushing anything pushing hard on this core 
structure below it, the core structure is going to push bach 
egually hard and that J s what J s going to cause the top section 
of the building to slow down. 

BUT THE FACT THAT IT IS CONSTANTLY ACCELERATING 
DOWNWARD IS EVIDENCE THAT IT DIDN J T SLOW DOWN. ITS NOT 
ACTUALLY HITTING AND ENGAGING WITH THE STRUCTURE BELOW 
IT IN ANY WAY THAT COULD DEMOLISH IT. 

THE TOP SECTION IS NOT CRUSHING THE BOTTOM SECTION OF 
THE BUILDING OR IT WOULD MEET RESISTANCE 




“Hi I J m Richard Humenn I am a retired professional electrical 
engineer. I went through Brooklyn polytechnic institute and 
received the bachelor of electrical engineering degree in 
1954. I worked for Joseph J s flooring for 41 years and was 
chief electrical engineer for the world trade centre complex. 

I was very familiar with the twin towers elevator systems 
because we took over conceptual maintenance and improvements 
of the elevator systems after the projects was completed. I 
actually ran and rolled up and down the elevator shafts on 
top of a car going 1200 feet a minutej you can imagine the 
experience. 

I J m very familiar with the interior structure that surrounded 
the elevator shafts and the accessibility which the elevator 
companies had 24/7. 

THE ONLY NAY THAT I COULD SEE THE TOIaIERS COULD HAVE 
COLLAPSED IS THAT THE INTERIOR COLUMNS HERE COMPROMISED 
IN TONER 1 






“UNLESS MY EYES IaIERE DECEIVING ME, BEFORE THE TOWERS 
STARTED COLLAPSING FROM THE TOP, THE ANTENNA STARTED TO 
FALL AND THE ANTENNA OF COURSE WAS ALWAYS IN THE MIDDLE 
OF THE ELEVATOR SHAFTS. 

OF COURSE, THEIR ACCESS TO THE ELEVATOR SHAFTS GAVE 
THEM TOTAL ACCESS TO THE SURROUNDING CORE COLUMNS AND 
THE INTERIOR OF THE CORE COLUMNS JJ 





National institute of standards and technology 
(NIST) acknowledges that the towers came down at 
essentially freefall acceleration. What are the 
implications of that admission? 


















































"The measurements have indicated that tower 1 collapsed in 
about 11 seconds and tower 2 collapsed in about 9 seconds and 
the arguments goes that this is essentially the rate which 
freef all would happen. JJ 





“I hod a friend that ashed me if it was possibLe for the twin 
towers to achieve near free fail speed when they coLLapsed 









“THE TIaIIN TOIaIERS COULD NOT HAVE COME STRAIGHT DOIaIN 
THROUGH THE 1000 OF TONNES OF STRUCTURAL STEEL THROUGH 
THE GREATEST RESISTANCE. THE RESISTANCE OF 80,000 TONNES 
OF STRUCTURAL STEEL AT THE SPEED OF PRACTICALLY FREE 
FALL. THAT WOULD JUST NOT HAPPEN. 

I J m ALfred Lopez I J m a registered professionoi structural 
engineer in the state of Michigan and have been in private 
practice for 40 years with Lopez engineering. I J ve worked on 
several high-rise projects with office buildings above parking 
decks and high-rise apartment buildings here in the Detroit 
area. 

IVE DONE NUMEROUS INVESTIGATIONS OF FAILURES OF 
BUILDINGS BECAUSE OF FIRE AND WIND DAMAGE. I WAS SHOCKED 
AT HOW THESE BUILDINGS COLLAPSED BUT EXPECTED THAT THEY 
WOULD HAVE COME DOWN MUCH SLOWER AND THAT THEY WOULD 
HAVE TIPPED OVER. THE WHOLE THING DID NOT MAKE SENSE AND 
EVER SINCE THEN IVE HAD A HARD TIME BELIEVING THAT FIRES 
DID DROP THOSE BUILDINGS." 











“THE COLUMNS OF STEEL AROUND THE EXTERIOR OF THE 
BUILDING AND WITHIN THE CORE - ALL OF WHICH ARE THERE 
TO PREVENT THE THING FROM FALLING DOWN. 

SO EVEN IF SOMETHING FALLS ON IT - ITS NOT GOING TO 
IMMEDIATELY JUST GO POP, POP, POP, POP, LIKE THAT FLOOR 
BY FLOOR. 

IF ITS GOING TO COLLAPSE ITS GOING TO HAVE TO TAKE SOME 
TIME TO WEAKEN THE STRUCTURE BELOW IT.” 




















David Chandler, M.S. 

ns Physic* MA rduration MS M»th*rui»c* 


"This structure was cupobie of hoLding 3-5 times the weight and 
here it is faiiing through it with the resistance of only l/3 rd 
of its weight. 

Roughly 90% of the weight resistance has been removed and 
what J s happening is the top section is not crushing down the 
Low section like a pile driver which is the picture that NIST 
basically is painting its actually falling into materials that 
have already been pulverised. 

ITS OFFERING VERY LITTLE RESISTANCE , ITS COMING DOIa/N THROUGH 
PRE-PULVERISED MATERIAL. ONE OF THE FUNDAMENTAL LANS OF NATURE 
IS THE CONSERVATION OF ENERGY. 

THIS BLOCK ACCELERATES STRAIGHT DOIaIN. ITS PICKING UP 
SPEED DOIaINIaIARD CONTINUOUSLY - IT DOESN J T SLOIaI DOIaIN IT 
JUST CONTINUES TO GAIN SPEED." 












“There was no time for the deformation and elastic 
defamation which would have absorbed energy and decreased 
the decent to Less than the free fall speed as energy is 
drained away from the system to deform those members it 
would slow down the descending mass and cause a decent at 
Less than free fall speed. JJ 







Roland Angle, P.E. 
CM fngtnoof 


“THIS IS HIGH SCHOOL PHYSICS AND OUR IaIHOLE SOCIETY 
IS BEING LEAD TO BELIEVE THAT THESE FUNDAMENTAL 
LAIaIS OF PHYSICS - HARD SCIENCE DON J T APPLY ANY 
MORE. 

I THINK THIS SHOULD REALLY FRIGHTEN ALL OF US.” 





“OVER 400 CONNECTIONS PER SECOND HAD TO FAIL IN 
ORDER FOR THE MEMBERS TO BE RELEASED AND FOR THE 
STRUCTURE TO DESCEND AT ALMOST FREE FALL RATE.” 








“STRUCTURAL CONNECTIONS NOT ONLY HAD TO FAIL NEARLY 
SIMULTANEOUSLY BUT IN SEQUENTIAL ORDER ." 







“THE BUILDINGS FALL AT A SPEED IaIHICH CAN ONLY 
OCCURR IF THE VERTICAL STRUCTURE HAS BEEN REMOVED 





"THE BUILDINGS ACTUALLY ACCELERATED AS THEY CAME 
DOWN - MEANING THEY WERE NOT GETTING ANY 
RESISTANCE FROM THESE MASSIVE COLUMNS IN THE 
CENTRE OF THE CORE OF THIS BUILDING. 

THE CORE OF THIS BUILDING WAS VERY HEAVY, THEY 
WERE HUGE COLUMNS. 

HUGE." 
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Leslie Young 
HlghRlso Archltoct 


"I COULD NOT SEE HOIaI MASSIVE VERY THICK COLUMNS 
COULD JUST SNAP LIKE THAT. I WOULD HAVE EXPECTED 
THEM,, MOST OF THEM, TO STAY INTACT WITH THE FLOORS 
COLLAPSING AROUND THEM. 

I THOUGHT THAT GIVEN THE WAYS THE PLANE HIT THE 
BUILDING ONE SIDE WOULD HAVE GIVEN WAY FIRST AND 
IT JUST WOULD HAVE FALLEN OFF OR FALLEN OVER IN A 
STEEP ANGLE. 

BUT THE WAY THE WHOLE THING JUST GAVE WAY AT ONCE 
AND STARTED TO PLUMMET DOWN WITHOUT SLOWING AS IT 
WENT DOWN - JUST LIKE A CONTROLLED DEMOLITION I 
WITNESSED PERSONALLY 





William Rice, P.E. 

Civil rnglnoor / Profossor (Rot) 




"The area below the damage zone where the planes flew in 
and where the fire waSj that area below that 80-90 
stories of 80 } 000 tonnes of structural steel was not 
damaged in any way. 

YET YOU STOOD THERE AND MATCHED IT DESTROY ITS 
SELF - IaIIPING OUT FLOOR BY FLOOR ALL 287 
STRUCTURAL COLUMNS ASIF THEY DIDN J T EXIST UNDER 
THE DAMAGE ZONE.” 





YOU WATCHED 
THE 

BUILDING 
DESTORY ITS 
SELF ASIF 
THOSE HUGE 
CENTRAL AND 
PERIMETER 
COLUMNS 
DIDN'T 
EXIST. 
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325 MILLION 

KILOGRAMS 
OF CONCRETE 
TURNS TO DUST 
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YOU CAN CLEARLY SEE WHERE A BOMB/EXPLOSION 
HAS OCCURRED WELL BELOW THE IMPACT OF THE 
ALLEGED PLANE. 

AND YOU CAN PROVE 100% THAT ITS NOT DEBRIS 
FROM THE OTHER TOWER BECAUSE AS YOU CAN SEE 
IN THIS IMAGE THE OTHER TOWER IS JUST 
STARTING TO EXPLODE AND SHATTER OUTWARDS. 




GUESS WHAT THE GOVERNMENTS EXPLANATION IS FOR THIS? 

THEY DON'T HAVE ONE. THEY IUST CONFISCATED THESE HD 
IMAGES FOR OVER 10 YEARS. 

GUESS WHAT THE GOVERNMENTS 911 OFFICAL COMMISSION 
REPORT SAYS ABOUT THIS? 

NOTHING. 




THE EXPLOSION OCCURRED IN THE LOWER PART OF 
THE NORTH TOWER BEFORE THE SOUTH TOWER 
EXPLODED LIKE YOU CAN SEE IN THIS PICTURE. 










LET'S NOT FORGET ABOUT THIS. 


YOU KNOW. 


THAT THING ATTACHED TO THE CORE COLUMNS OF THE WTC. 


THAT THING THAT GOES BOOM BOOM. 












World Trade Center - Twin Towers 



According to the first responder's oral histories 
which were reported in the New York times, over 100 
first responders reported sounds of explosions and 
flashes of light at the onset of destruction of 
both towers. 

THESE WERE NOT DISCUSSED IN THE NIST REPORT. 

What do these eye witnesses actually see and hear? 








Jonathan Smolens, P.E. 
Structural Cnginoor 
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“ALL THE OTHER EVIDENCE OF SEEING FLASHES AND 
EXPLOSIONS AND THE MELTED METAL AND THE DUST 
PARTICLES AND THE EXPLOSIVE CHEMICALS FOUND IN 
THE DEBRIS. 

THERES JUST A LOT OF QUESTIONS ABOUT IaIHATS 
BEEN GOING ON AND THAT THESE QUESTIONS HAVE 
NOT BEEN ANSIaIERED OR EVEN ADDRESSED IN ANY 
SORT OF FULL IaIAY 





“WE HAVE EYE WITNESS TESTIMONY OF FIREMENj 
POLICEMENj NEWS REPORTERS AND OCCUPANTS OF THE 
BUILDING TALKING ABOUT EXPLOSIONS, AN ENORMOUS 
NUMBER OF EYE WITNESS TESTIMONIES 





"There was a heavy-duty explosion. 



Fireman - “Inside the Lobby." 

Reporter - “Was it a secondary explosion?" 
Fireman - “Yes it was." 








"There were numerous secondary explosions taking 
place in that building. There were continuous 
explosions ." 



"There was a secondary explosion probably a 
device either planted before or on the aircraft 
that did not explode until an hour Later." 







“There was secondary explosions and then sudden 
collapses ." 



“It sounded like gunfire you hnowj bangj bangj 
bangj bangj bang and then all of a sudden 3 big 
explosions ." 










RON SALADINO 

SURVIVOR LIVE 


“50 consecutive bangs and it fell down Like a waterfall 



“We heard the noise associated with an implosion ." 








“We heard a very Loud blast and explosion 



“ble heard a Loud explosion. 









MHlWliHAfiJ " : 


BUSH: MC WU BE PATTCNT 
AMO ME mi BE FOCUSED 



"At that point Me heard a Large BOOM . 


jj 



Reporter - "Do you hnoM if it Mas an exp Los ion or a 
buiLding coLLapse? JJ 

Policeman - "To me it sounded Like an expLosion. JJ 

















"There was another major explosion . 



"ALL of a sudden you hear an explosion and you 
could see the building starting to collapse ." 









“There was a huge explosion that we all heard and felt.” 



“We could hear a rumble which was about 5 seconds long 
proceeding the actual collapse and then a BOOM when each 
of those towers collapsed 












“90 seconds ago, there was a huge explosion and it 
appears right now the second world trade tower has just 
collapsed." 









“Then you heard from far away BOOMj BOOM.” 







“It Mas Asif they had detonators pbanned to take 
down a building, BOOM, BOOM. BOOM. BOOM." 



“It just started going POP, BOOM, BOOM, BOOM, 
BOOM., BOOM like fire crackers.” 
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